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Controls Eased Up 
For Price Raises In 
Manufactured Goods 


WASHINGTON —(.P)— The Of­ 
fice of Price Stabilization today 
relaxed retail and wholesale price 
controls on manufactured goods 
to allow for adjustment to con­ 
form to changes in manufactur­ 
er’s ceiling prices. 
Officials said the move, design­ 
ed to relieve retailers and whole­ 
salers 
from 
possible 
hardships 
under new' manufacturing price 
Regulations, 
will result in some 
price increases and some decreas­ 
es—probably more decreases than 
increases. 
Manufacturers have 
been or­ 
dered to set price ceilings at pre- 
Korea levels plus subsequent cost 
increases. They have until July 
2 to comply. 
The OPS said a wholesaler or 
retailer buying from a manufac­ 
turer who has increased his price 
under the new system may re- 


❖compute his own ceiling price up­ 
ward. 
If 
the m anufacturer 
has de­ 
creased his price, the wholesaler 
or 
retailer 
must recompute his 
ceiling price downward- 
The 
new 
order 
was not an 
“across-the-board lifting” of the 
general freeze at retail and whole­ 
sale levels, OPS said, but rather 
a temporary move until more de­ 
tailed ceilings can be arranged. It 
does not apply to most food com­ 
modities 
since 
price adjustment 
already 
have 
been allowed on 
food 
prices. 
Price Director Mi­ 
chael V. DiSalle said 
yesterday 
that a recent rollback 
order 
is 
“ bringing the price of beef back 
within the reach of people.” He 
scoffed at a 
cattleman’s 
charge 
that the whole price control pro­ 
gram “is a hoax on the American 
people.” 
Compromise Near 
In UMT Deadlock 


By EDWIN B. H A A K IN SO N 
WASHINGTON— (AV- Senate 
conferees reportedly ar'' ready to­ 
il i.v 
to 
break 
a 
Senate-House 
deadlock over Universal Military 
Training by agreeing to 
a 
plan 
under which Congress would de­ 
cide later how the UMT program 
will work. 
In exchange for accepting 
the 
two-step plan 
provided 
in 
the 
House bill, Senate conferees were 
said to be asking that the House 
drop its 
idea 
for 
control 
and 
direction of UMT bv a five-mem­ 
ber commission 
with 
a civilian 


Austria Elects 


New President 


Bitter Anti-Red Says 
Hell Act, Not Talk 
By RICHARD O’REGAN 
VIENNA,—(ZP)—Austria’s 
new 
Socialist president, 78-year-old Dr. 
Theodore Koerner, pledged him­ 
self today to abide by his coun­ 
try’s constitution and to “act in- 
itead of talk.” 
Koerner, a bitter anti-Commu- 
nist and Vienna’s lord mayor since 
the war, defeated 
the 
People’s 
party 
(Conservative) 
candidate, 
Dr. Heinrich Gleissner, in a run­ 
off election yesterday. 
The 
white-bearded 
former 
general of the Austro-Hungarian 
Imperial army can be expected to 
follow two aims after he takes the 
oath of office, probably on June 
20. 
Firstly, he has said in campaign 
statements lie will devote the six 
years of his presidential term to 
the fervent hope of all Austrians 
--attainment of 
liberation 
from 
tin' occupation troops of Russia 
and the west. 
Secondly, he will undoubtedly 
reject all attempts by Austria’s 
Communist party to capitalize up­ 
on the help they gave him in his 
election. The pro-western Koer­ 
ner said previously he did not want 
tin' Red vote. 
His Socialist party also refused 
all suggestions of cooperation with 
Hie Communists. 


^•majority. 
The stalemate over 
UMT 
has 
delayed final action 
since 
April 
17 on legislation which also pro­ 
vides lor extension and expansion 
of the draft act. 
Other than tile UMT issue, most 
differences iii the 
draft 
legisla­ 
tion have been ironed out. Those 
remaining are expected to be ad­ 
justed easily once there is agree­ 
ment. on UMT. 
The 
conference c o rn rn it t e e 
agreed 
weeks 
ago 
upon 
most 
points 
involving the 
draft 
or 
selective service act, due to ex­ 
pire July 9. 
These include: 
Lowering from 
19 to 18 4 
Hic 
minimum age for induction. Ex­ 
tension to 24 months of the pre­ 
sent 21 months of required ser­ 
vice for inductees, and continua­ 
tion hi’- two more vears 
of 
the 
presidential authority to hold vol­ 
unteers one year 
beyond 
their 
term of enlistment. 


Russians Have 


Best Jet, Says 


(J. S. Air Chief 


Americans Operate 
On Shoe String 
WASHINGTON — (ZP) — Gen. 
Hoyt Vandenberg testified today 
the United States 
is 
operating 
with a “shoe string” air force and 
cannot afford to throw all of its 
power into bombing Manchuria. 
The air force chief of staff told 
the Senate armed services ana 
foreign 
relations committee 
he 
concurred in the orders to Gen. 
Douglas MacArthur not to bomb 
north of the Yalu river—the bor­ 
der between Korea 
and 
M an­ 
churia. 
Then Vandenberg added: 
“While 
I 
was arid am today 
against bombing across the Yalu, 
it does not mean by any stretch of 
the imagination that I might not 
be for it tomorrow, a month from 
now, or six months from now.” 
German Experts Help 
Vandenberg, testifying at the 
inquiry into MacArthur^ dismiss­ 
al, also told the senators: 
I. 
The Russian-build MIG-15 
fighter plane used by the Chinese 
Communists has a jet engine “su­ 
perior to any we have.” He said 
he surmised it 
was 
developed 
with the aid of German techni­ 
cians. 
On 
the 
question of bombing 
Red bases in Manchuria, Vanden­ 
berg said it appears in the first 
place that the Chinese Commu­ 
nists were getting most of their 
supplies from Russia. 
Destruction Too Costly 
He said that if the full power of 
the U. S. air force were used “we 
would destroy or lay waste to all 
of Manchuria and principal cities 
of China.” 
But this would involve losses. 
he went on, adding that he does 
not believe such bombings would 
be effective unless the air force s 
full power were used. 


Cornered Reds Surrender 
By Thousands In Korea 


Enemy Troops 


Trapped By Big 


Allied Assault 


Piles O f Ammunition 
Abandoned In Flight 


By OLEN CLEMENTS 
TOKYO — UP)—Cornered 
Chi­ 
nese Reds surrendered in droves 
today. 
O ther 
thousands 
were 
trapped by United Nations troops 
driving deeper into North Korea. 
Two thousand Communists sur­ 
rendered Sunday on the 
central 
front near Chunchon, the Eighth 
army reported. They were dazed, 
bewildered and hungry. 
It was 
the largest catch of the war. 
Boundary Erased 
Other sectors reported Chinese 
surrendering by the hundreds, or 
scores. There was no overall es­ 
timate. But veiled hints from the 
front lines suggested thousands 
were giving up the fight. 
Reds abandoned huge stores of 
ammunition in their flight. 
Air- 
' in 


Explorer Ellsworth 
Dies At 71; Pioneer 
Polar Air Mapper 


SOUNDS 
OFF — G.I. 
Joe 
has 
it too, too good, thinks Marine 
Brig.-Gen. Lewis B. 
(“Chesty”) 
Puller, who wants to “throw out 
the YMCA. Throw out all these 
girls from the camps. Get rid of 
the ice cream and candy” be- men reported the Red retreat 
cause the American serviceman 
“has to get down to fighting.” 
Tough 
General 
Puller, 
former 
assistant commander of the 1st 
Marine Division in Korea, sound­ 
ed off on his retuurn to the U. S. 
to train the Third M arine Brigade 
at Camp Pendleton, Cal. 


College Men Won't 
Know Aptitude Test 
Scores For Month 


WASHINGTON — i l’» — College 
men 
who 
took 
their selective 
•service 
aptitude 
tests Saturday 
may 
have 
to wait a month or 
longer to learn their scores. 
Draft Director Lewis B. Her­ 
shey said in a 
radio 
interview 
(LBS) yesterday that the Educa­ 
tional Testing Service, Princeton, 
N. J., will report tile scores direct­ 
ly lo local draft boards. He added 
that students who took the test 
might start asking their boards in 
“about a month from now x x x if 
they’ve heard from Princeton.” 
An estimated 175,000 took the 
test 
Saturday. 
Another 
225,000 
me expected to take it June 16, 
June 30 or July 12. 
Draft boards have been author­ 
ized to consider scores of 70 or 
better a basis for possible defer­ 
ment of a student who wishes to 
continue his education. 


Vandals Spoil Trees 


TRAVERSE CITY 
(ZP)—About 
300 cherry trees in Fred Frazier’s 
oi chards were uprooted or broken 
down by vandals Saturday night. 
Police said more than one person 
Apparently w as responsible. Fraz- 
iei estimated the damage at more 
than $2,000. 


Detroit Transit 


Strike In Court 


Drivers Stand Pat On 
Their Demands 
DETROIT—BV^This city’s 38- 
day’ transit strike comes to a court 
showdown 
today, 
with 
drivers 
pledged to continue the Pitter dis­ 
pute until their demands are met. 
Show cause hearings on injunc­ 
tions asked by the city and a tax­ 
payer were scheduled (at 2 p. rn. 
EST) 
by 
Circuit Judge Ira W. 
Jayne. 
The city's petition would 
prevent the union from interfer­ 
ing with any move to resume op­ 
erations. 
Judge Jayne has had the two 
petitions 
before 
him for nearly 
two weeks but has been trying 
for 
an 
out-of-court 
solution 
through closed door hearings v. itll 
the involved parties. 
The talks broke off last Friday, 
however, with no progress report­ 
ed. 
Chief point at issue is the ap­ 
plicability of tho state’s Hutchin­ 
son act, forbidding strikes in pub­ 
lic utilities. The act was invoked 
by’ the city, and all but a few of 
the 3,500 strikers were fired 
The union socks an 8* 2 cent an 
hour raise, from its present base 
of $1.67*2. The city offered five 
cents on the condition that fringe 
benefits of an equal amount 
dropped by the union. 


Memorial Day Traffic 
Accidents Expected 
To Take Lives Of H O 


CHICAGO—(ZP)—The 
National 
Safety Council forecast today that 
HO persons will lose then lives 
in traffic accidents 
during 
the 
Memorial Day 
holiday 
Wednes­ 
day. 
Ned H. Dearborn, president of 
the council, said “cold figures in­ 
dicate 
that 
immediate 
traffic 
deaths x x x may reach 110 or 
more.” 
He added 
that 
“extra 
care, 
common sense and courtesy” by 
motorists might hold 
the 
death 
toll below IOO. 
Dearborn said: 
“Actually, we are hoping that 
the toll may be held to 85 x x x. 
That would be the lowest toll for 
any holiday since World War Two. 
The only other to go below IOO j 
was New Year’s 1946.” 
Since Memorial Day, 
May 
30. : 
, 
, 
, 
. 
cn 
, .. 
... , 
, 
... 
' 
. 
.soon gained speed up to 50 miles 
tails on Wednesday this year, the* ... L .... 
holiday period will last only 30 


Car Runs Wild 


In Los Angeles 


Woman Killed; Autos 
Crushed At Crossing 
LOS ANGELES— (ZP)—’The wild 
dash of a runaway boxcar through 
the heart of the industrial district 
Sunday killed one motorist and 
injured 13. 
The car rammed into a line of 
autos parked on a crossing, killing 
Mrs. Leona 
Moon, 
26-year-old 
housewife. Five automobiles were 
completely demolished. The hero­ 
ism of a young sailor was credit­ 
ed with preventing more casual­ 
ties. 
Yardman Waldo A. Brown was 
atop the boxcar runaw ay on its 
three mile run. He said crews were 
switching out a freight train when 
the car cut off in the Southern Pa­ 
cific yard. 
He waved frantically from atop 
to passing motorists as the car 


! central Korea resembled a rout,” 
the Far East air forces said. 
The Allied advance cut off es­ 
cape routes and may have knock­ 
ed the Reds out as a serious threat 
for at least three months, 
U. S. 
Eighth arm y officers said. 
The Allied advance was gen­ 
eral across the 125-mile front. It 
punctured 
the 
38th 
parallel 
boundary of Red Korea on almost 
every main highway. 
Escape Cut Off 
Hwachon, 
seven 
miles 
inside 
Red Korea on the central 
front, 
and Inje, four miles above the 
border on the east-central front, 
were firmly in 
United 
Nations 
hands. Both are key towns on Red 
escape highways. 
South K orean troops were back 
in Yankyang, eight miles north of 
parallel 38 on the east coast. 
In the west tanks led 
a 
task I 
force almost to Yonchon, six miles 
across the border and 
35 
miles 
north of Seoul. Other tanks rum­ 
bled thiough Yonypyong, 32 miles 
northeast of Seoul 
and 
a 
mile 
across the border. 
South of the border a key es­ 
cape route was .sealed when Am­ 
ericans captured 
Hyon, 
a 
road 
junction on the east central front, 


(Continued on Page 6) 


be 


hours, from 6 p. rn. local time. 
May 29, to midnight, local time, 
May 30. 


Altar Catches Fire 


GRAND RAPIDS—(Ah—Defec­ 
tive waring in a neon light on the 
altar caused a fire at East Con­ 
gregational 
church 
here 
early 
Sunday The blaze, discovered by 
•' church custodian, damaged the 
Klise Memorial chapel 
and 
de­ 
stroyed a valuable wood carving 
by Alois Lang, nationally-known 
Grand Rapids craftsman. 


per hour on a downgrade. A Coast 
Guardsman, James L. Salinas, 19, 
Los Angeles, drove alongside and 
then, like a “Paul Revere,” sped 
ahead honking his horn madly to 
warn cars on 
crossings. 
Brown 
said several other motorists would 
have been killed or injured if it 
hadn’t been for Salinas’ warnings. 
The five automobiles hit were 
parked on the rails at an inter­ 
section waiting for a switch en­ 
gine to pass on another track. 
It took firemen three hours to 
free many of the injured from the 
tangled wreckage. Mrs. Moon of 
nearby Hunting Park was taken 
dead from her crushed auto. 


Owner Of WJR 


Dies In Detroit 


NEW 
YORK — (ZP) — Polar 
explorer Lincoln Ellsworth, 71, a 
pioneer in aerial survey of the 
Arctic and Antarctic, died Satur­ 
day night. 
Ellsworth, several times feared 
lost during years of exploration, 
died 
of a heart attack 
in his 
apartment in the Hotel Carlyle. 
The funeral 
will 
be 
private 
with 
burial 
at 
Hudson, 
Ohio, 
where 
Ellsworth’s 
parents 
are 
buried 
Land Claimed for U. S. 
Ellsworth’s wife, Mary Louise, 
was with him w’hen he died. 
The explorer’s last major trip 
of exploration was a flight into 
the interior of Antarctica in 1939, 
when he claimed 81,000 squares 
miles of territory for the United 
States. 
In 1935, he had claimed another 
300,000 
square 
miles 
of 
the 
Antarctic continent for the U. S. 
At the time of the last explora­ 
tion, he was a lieutenant com­ 
mander in the U. S. naval reserve. 
Ellsworth 
and 
Caph 
Roald 
Amundsen, another famous polar 
explorer, set out by plane in 1925 
with hopes of being the first to 
reach the North Pole by air. 
But headwinds kept the 
two, 
using separate planes, from their 
goal. They were forced down 
on 
ice, and Ellsworth’s 
plane 
was 
wrecked. 
The two managed to join forces 
after a month and took off in their 
remaining plane. But they were 
forced down in the open sea and 
eventually descued by a sealer. 
Beaten By Byrd 
Ellsworth’s father died believ­ 
ing his son had been lost 
A year later, in 1926, Ellsworth 
and Amundsen succeeded in fly­ 
ing over the North Pole in 
the 
dirigible, Norge. They crossed the 
pole on May 12, Ellsworth’s 46th 
birthday. 
But Admiral Richard E. Byrd 
and Floyd Bennett beat them 
to 
the pole in a 
plane 
by 
three 
days. 
In 1936 Ellsworth disappeared 
in the 
Antarctic. 
Radio 
failure 
had isolated him and his pilot. An 
Australian patrol 
ship 
rescued 
them. 
Ellsworth 
made several other 
polar expeditions, 
including one 
by submarine, and also explored 
the jungles of Yucatan and 
the 
peaks of the Andes mountains. 
He financed many of his trips 
with the 
fortune 
he 
inherited 
from his father, a wealthy mine 
operator. 


LINCOLN ELLSWORTH 


Woman And Boy 


Beaten To Death 


Newscast Distortion 
Lone Flier Killed 


Charge Left Pending In Benton Harbor; 
Crash Near House 


Tibet Becomes Red 
Puppet State Under 
'Liberation' Treaty 


Weather 


Reported by I). S. W ea t he r Bur eau 


UPPER MIC HIGAN: Fair over 
the 
west 
portion, 
considerable 
c lo u d in e ss over the 
ea st portion 
tonight. 
Tuesday generally (air 
and warmer. 
ESCANABA 
AND 
VICINITY: 
Fair and continued cool tonight, 
wind northerly around 15 mph, 
low 45°. Tuesday fair and warm­ 
er. wind northerly IO to 16 mph, 
high 70*. 
Past 24 Hours 
High Low 
ESCANABA 
57* 
45* 
High Past 24 Hours 
Alpena 
56 Lansing 
58 
Battle Cleek 
54 Los Angeles 
68 
Bismarck 
75 Marquette 
50 
Brownsville 
87 Memphis .. . 
86 
Buffalo . . . . 
66 Miami 
83 
Cadillac . . . . 
60 Milwaukee . 59 
Chicago 
58 Minneapolis 
68 
Cincinnati .. 
65 New Orleans 88 
Cleveland .. 
65 New York .. 
70 
Dallas ........ 
90 Omaha 
75 
Denver ........ 
78 
Phoenix 
111 
Detroit ........ 
62 Pittsburgh .. 
67 


TOKYO—(ZP)—Red 
China 
has 
—under the guise of a treaty of 
I announced it is taking over Tibet 
“liberation.” 
The Peiping radio in a broad­ 
cast heard here 
said 
the 
terms 
provide for Red Chinese control 
of Tibet’s national 
defense, 
for­ 
eign affairs and trade 
The Chinese Red army invaded 
the lofty Himalayan land of the 
Buddhist 
Lamas 
(Priests) 
last 
October. 
Tibet’s rag-tag 
troops 
were 
routed 
in 
eastern 
Tibet 
without putting up a major light 
but the Chinese were unable to 
take Lhasa, the capital. 
Lama Has Rival 
With his priestly 
government, 
the 17-year-old Dalai Lama—Ti­ 
bet’s 
spiritual-temporal 
ruler— 
fled over the 
windy, snow -m an­ 
tled passes from his capital at 
Lhasa to Vailing on 
the 
Indian 
border. 
The Chillest* didn’t chase hun 
Instead, they set up a border gov­ 
ernment for Tibet in the neighbor 
Chinese 
Provineve 
of 
Sikang. 
Then they set 
about 
arranging 
“peace’ ’terms 
with 
a 
Tibetan 
delegation and pushing forward a 
claimant to power—the rival Pan- 


m en Luna, who has never been 
in Tibet so tar as is known. 
The 
treaty 
announced 
with 
much fanfare by Peiping Sunday 
promised to establish the Panchen 
Lama in power. 
But the broad­ 
cast hinted clearly at a partition 
of Tibet 
It said also 
that 
the 
status and power ut 
the 
Dalai 
Lima would continue unchanged. 
How this was to 
be 
achieved 
was not explained. 
Religion I ne hanged 
The 
treaty 
provisions 
would 
place all the mountain country 
I squarely under the Red thumb. It 
provides: 
Tibetan t roo us will 
be “ mte- 
I grated” into the Red army. 
Tibet will banish “ Imperialistic 
intluence 
and 
revert 
to 
Red 
China.” 
Red Clima will handle Tibet’s 
foreign affairs and trade. 
Tibet’s 
religion—ot 
Buddhist 
origin 
and its customs will re­ 
main unchanged. 
The revenue of 
the Lama temples will not be dis­ 
turbed. 
Tibetans “under 
guidance 
of 
the central Red 
China 
govern­ 
m ent” will conduct their own gov­ 
ernment. 


DETROIT — (.*P> — George A. 
Richards, owner of radio station 
WJR in Detroit, WGAR in Cleve­ 
land and KMPC in Los Angeles, 
dies early today at the age of 62. 
He had been charged in Federal | bor 
Communications Commission hear­ 
ings with ordering distortion of 
newscasts to fit his own political 
views. 
Richards’ death from a discase 
of the arteries came just two weeks 
after FCC attorneys had recom­ 
mended that his licenses to oper­ 
ate the three stations be discon­ 
tinued. 
The attorneys’ opinion followed 
lengthy FCC hearings in Los An­ 
geles and Detroit, in which form­ 
er employes 
of 
Richards-owned 
stations charged that he instruct­ 
ed them to put the Franklin D. 
Roosevelt family, Democrats and 
Jews in an unfavorable light in 
their news broadcasts. 
Richards denied the charges, but 
never testified at the hearings. He 
was in Miami, Flu., while 
they 
were going on. and his physician 
informed the FCC that it would 
place too much strain on hun if he 
were to take the stand. 
During the three-year fight, the 
American Legion and of lier- or­ 
ganizations commended Richards 
for his stand against Communism. 


BENTON HARBOR. Mich.—(TP) 
—z\n 
airplane 
crashed in the 
eastern outskirts of Benton Har- 
today, killing the pilot and 
barely missing a house. 
The pilot, flyu^j alone, was ten- J 
tatively 
identified 
from 
papers 
foun d at the scene as Ronald Wil­ 
kinson, 22. of Rockford, III. 
Cause of the crash, which oc­ 
curred in a low-hanging fog, was J 
not immediately determined. The j 
p la n e plowed nose-first into the I 
ground, badly mangling the pilot’s 
bod y. 
It was a single-engine, 
low- ; 
wing (Vultee BT-13) basic train­ 
er of World W ar II days. It did 
not catch fire after crashing. 


Bodies On Beach At 
Gulfport, Miss. 


GULFPORT, 
Miss — i.Vj — Law 
officers trailed thread-like clues 
today trying to identify the preg­ 
nant woman and young boy found 
bludgeoned to death on a rocky 
strip of beach yesterday. 
A footprint, signs of scuffling, 
some stained clothes and the vic­ 
tims’ description were most of the 
leads 
the 
officers had to work 
with. 
The 
woman 
was found by a 
Pass Christian, Miss., fisherman, 
William Lee Sprinkle, lying lace 
down 
in 
the surf clad only in 
brassiere and panties. Her skull 
was fractured and her forehead 
was 
slashed. About 
IOO 
yards 
away wras the boy, about seven or 
eight 
years 
old. 
His head had 
been crushed “like an eggshell” 
from repeated blows with a blunt 
instrument, 
Sheriff 
Laz 
Quave 
said. 
He said both victims were dark 
and 
apparently of Latin extrac­ 
tion. 
An autopsy showed the woman, 
an attractive brunette between 25 
and 30, had not been criminally 
assaulted, 
the sheriff said. She 
was in the lifth or sixth month of 
pregnancy, he added. 
There were no signs of a strug­ 
gle on the beach where the pair 
was found but a Pass Christian 
resident, Homer Gray, jr.. found 
a 
partially-burned 
bundle 
of 
clothing floating in a canal near 
his house. 


Michigan Gets 


Record Budget, 


Record Deficit 


Legislators M ust 
Return June 28 


LANSING—(ZP)—A record bud­ 
get and a record deficit—produced 
under record travail. 
T hat’s the record of the 1951 
legislature, which sent its m em ­ 
bers wearily home late Saturday 
after a 29V2-hour continuous fin­ 
al session. 
As the lawmakers dug the week 
end sleep out of their eyes today 
they faced their constituents with 
a budget totaling about $306,500,- 
000 for next year. This is expect­ 
ed to heap the state’s general fund 
deficit up to $65,000,000 by the 
end of that year. 
One Bill On Hook 
The one remaining bill to meet 
some of the deficit still was hang­ 
ing on the hook, awaiting the law ­ 
m aker’s return June 28 for the 
constitutionally-required sine die 
(without day) adjournment. 
That bill would raise about $20,- 
000,000 more by removing the pre­ 
sent $50,000 ceiling on the cor­ 
poration franchise tax and increas­ 
ing the tax rate from 
to 3*^ 
per cent of a corporation’s capita­ 
liz a tio n and surplus. 
Snarled completely in one con­ 
ference committee in the closing 
hours, the bill was sent to a sec­ 
ond which promptly recessed un­ 
til 2 p. rn.. June 27—the day be­ 
fore the full legislature returns. 
The new budget was $21,500,- 


(Continued on Page 6) 


Editor Acquitted 
WASHINGTON—(ZP)—Philip 
Jaffe, editor of the defunct maga- \ 
zine 
Amerasia, 
today was ac- j 
quitted of contempt of Congress 
A ruling by U. S. District Judge j 
James 
W. 
Morris 
freed 
the 
wealthy New Yorker. His indict- j 
meat grew out of a Senate sub- j 
committee investigation of charg- I 
es of Communism in government , 
made by Senator McCarthy (R- 
Wis.). 


Communists Ready 
For Grab In Iran 


Mother Claimed 


By Rare Malady 


Battle Creek Firemen 
Race With Death 
BATTLE CREEK, Mich.—ON— 
A 33-year-old mother died early 
today alter firemen had adminis­ 
tered artificial respiration for 22 
hours and a special iron lung was 
being rushed to her sickroom. 
Mrs. Pauline Lienau, wife of an 
Elberton, Pa., factory worker, had 
suffered from rare myasthenia, a 
disease producing muscular w eak­ 
ness, 
for 
seven 
years, but her 
condition 
became 
critical 
after 
she underwent a Caesarean sec­ 
tion operation at Community hos­ 
pital here Friday. 
The baby girl died a few hours 
after birth. 
Saturday Mrs. Lienau had dif­ 
ficulty breathing as 
the disease 
spead to her lungs. She was plac­ 
ed in an iron lung, but its fasten­ 
ing 
around 
her 
throat 
nearly 
choked her and she had to be ta­ 
ken out. 
So. 
beginning 
about 
2 a. rn. 
! Sunday, local fire m en started g i v - 
J mg 
artificial 
resp ira tio n 
to d o 
J 1 Mi-s. Lienau’s b rea th in g 
for her. 
Working in shifts, th e y k ep t it up 
steadily excep t for short p erio d s 
when 
she 
was a b le to b rea th e 
freely. 
Meanwhile, the hospital looked 
for another respirator, which fas­ 
tens with a chest clamp instead of 
a neckpiece. One was located at 
University Hospital in Ann A r­ 
bor. about 70 miles east of here. 
State police started it on a rush 
trip. 
But at the hospital Mrs. Lienau 
took a bad turn. The firemen des­ 
perately kept up their work, and 
stimulants 
were 
administered. 
She died as the iron lung was at 
Battle Creek's city limits. 


Bv FRED J. Z UST 
TEHRAN, Iran — (ZP) — Iran 
refused today 
to 
recognize 
the 
jurisdiction of the international 
court in the dispute with Britain 


Former Contractor 
Bacco Dies On Way 
To Iron Mountain 


own 


I t VV 


IRON MOUNTAIN, Midi 
Medio J. Bacco, 62, widely 
i former contractor of 
I prominent for many 
! civic and industrial 


i community, 
died 
I heart attack yesterdi 


j Minn. 
Bacco, vv ho had been ill 
] years, was stricken while 
Mrs. Bacco w ere en rout* 
Mountain from Rochester 
where he had received a 
checkup 


(.Pi­ 
llow n 
city and 
s in the 
of 
the 


for t vv 
he 
to 
, Minn., 
medical 


over nationalization of Iranian oil 
resources. 
Deputy Premier Kosse in Fatemi 
announced that the Iranian for­ 
eign office rejected a notification 
from the world court of the com­ 
plaint lodged their Saturday by 
Britain 
and 
the 
Anglo-Iranian 
Oil company. 
The deputy premier said For­ 
eign Ministei Bagher Ku/umi in­ 
formed the court Iron would not 
send 
a 
representative 
for 
any 
hearing on the matter. 
Iran’s Communists were mov- 
and | ing to take advantage of heated 
ion Nationalist emotions 
stilled 
by 
the oil dispute. 
Red front organizations sched­ 
uled country-wide mass meetings 


a 
la. 


tomorrow to “tight imperialistic 
oil companies.” The government, 
headed by 
Premier 
Mohammed 
Mossadegh, reportedly 
w as 
a r­ 
ranging for tanks, armored cars 
and special troops 
to 
maintain 
order. 
Meanwhile 
non - Communist 
Moslem fanatics, who have threat­ 
ened 
a 
holy 
war 
against 
the 
B ritish-controlled 
Anglo-Iranian 
Oil company, grew more restive. 
They pointed out that although 
Mossadegh fathered the national­ 
ization 
law—which 
ostensibly 
seized the properties of the bil­ 
lion dollar AIOC—26 days ago. 
the Company is still doing busi­ 
ness without interference. 
Mossadegh is in further trouble 
because 
the 
company 
stopped j 
paying royalties after passage of 
the law. These royalties make up I 
most of Iran’s income and con- | 
sequent Iv the government is liv­ 
ing from hand to mouth. 
1 


News Highlights 


ROLEO — Gladstone will re­ 
vive 
birling 
tournament 
on 
Fourth of July. Page ll. 


STILL 
MISSING — Hope 
abandoned 
for 
Mrs. 
Manuel 
Rocheaux of Jam Dam. Page 3. 


HARNISCHFEGER — Con­ 
struction of Gantry crane-way 
will 
result 
in 
expansion 
of 
truck 
crane 
operations 
here. 
Page 2. 
_____ 


MEMORIAL 
DAY — Mani­ 
stique completes plans for Wed­ 
nesday’s observance. Page ll. 


ELECTION —- Annual Glad­ 
stone school voting will be July 
9. Page ll. 


P A R K S — County improver 
Pioneer Trail. Page 3. 


FAGE TWO 
T H E 
E S C A N A B A 
( M I C H . ) 
D A I L Y 
P R E S S 
M O N D A Y , M A Y 2 8 , 1 9 5 1 


BEACH PLANTING PROJECT— City w orkm en 
are planting shrubbery around the new Escana­ 
ba beachhouse to enhance the attractiveness of 


th e beach. The landscaping work is being done 
u n d e r the supervision of Robert Clayton, city 
forester. (Escanaba Daily Press Photo) 


Harnischfeger 
Group Enjoys 
Weekend Here 


W alleye fishing on Little Bay 
de Noc m ade a big hit with the 
p arty of Harniscfeger corporation 
supervisors and wives w ho cam e 
to Escanaba for a P&H Forem an's 
club w eekend outing. 
Some of the M ilwaukeeans said 
they planned to return later for 
m ore fisning before the walleye 
pike season ends. 
The 
135 
M ilwaukeeans 
and 
about, fifty Escanaba supervisors | 
and their wives enjoyed the M ay 
dinner dance at the Dells S a tu r­ 
day 
evening. 
Golf, 
sightseeing 
and 
other recreational activities 
w ere also enjoyed. 
The trip was made in a special 
C&NW trin. 


Mrs. Adele Pearce, 
Former Resident, 
Dies In Chicago 


Mrs. Adele Pearce, 51, of 
1520 
N orth K enm ore avenue. Chicago, 
died S aturday night at 7:15 in 
a 
Chicago hospital. Cerebral 
em ­ 
bolism following surgery 
caused 
h er death. 
Mrs. Pearce, who 
was 
Adele 
Dupont, was 
born 
in 
Escanaba 
October IR, 1899. She had lived 
in Chicago the past IO years. Her 
husband, 
Stephen 
Pearce, 
died 
April 15, 1939. 
She was a mem ber of St. Ann's 
c^u^rb of this city. 
Surviving are three sisters. Mrs 
Viola Ne Witt. 
Mrs. Eva Brazeau 
and Mrs- Alfred Lund, 
and 
one 
brother, Bill Dupont, all of Escan­ 
aba. 
The body will hp brought to Es- j 
canaba and will be taken 
to 
the 
Allo funeral home where friends 
m ay call beginning 
at 4 Tuesday 
afternoon. Services will be held at 
St. A nn’s chapel a« 
9 W ednesday 
w ith F ath e r Clifford N adeau of­ 
ficiating and 
burial 
will 
be 
in 
Holy Cross cemetery. 
The rosary 
will be 
recited 
at 
the 
funeral 
hom e Tuesday evening at R. 


Briefly Told 


Road 
Money 
Received — The 
I Delta county road commission to­ 
day is receiving $19,336.25 from 
the state in M cNitt 
road 
funds, 
j The paym ent represents the first 


I half of the M cNitt funds due in 
| 1951. 
* 
• 
+ 
Judge Miller Speaker— Probate 
Judge William J. M iller will de­ 
liver a 
Memorial 
Day 
address 
Wednesday m orning at Munising 
w here appropriate cerem onies are 
being sponsored by the Munising 
American Legion post. 
* 
¥ 
• 
Cam era 
Club — The Escanaba 
Cam era Club will hold the last 
meeting of the y ear tonight at the 
Red Cross clubrooms. The calen­ 
dar for the coming year, 1951-52 
will be given out this evening. All 
members are urged to attend. 
rn 
* rn 
Legion Hop 
T uesday— A 
pre- 
Memorial holiday dance will 
be 
held at the A m erican Legion hall 
Tuesday night, starting 
at 
,9:30, 
the post com mittee has announc­ 
ed. On Wednesday, 
Legion 
and 
Auxiliary m em bers w ill join with 
othei- veterans’ organizations 
in 
tile city to 
take 
the lead 
in 
a 
Memorial Day parade and 
pro­ 
gram. 


Three Escanaba 
Students Honored 
At U. Of Michigan 


T hree Escanaba residents 
are 
am ong 
the 
298 
University 
of 
Michigan students and six m em ­ 
bers of the faculty who w ere in ­ 
itiated into Phi Kappa Phi honor 
society at a ceremony held T hurs- 
day night, in 
Rackham 
Lecture 
hall in Ann Arbor. 
T hey were: 
Jam es G. Degnan. 
142! First avenue south; David M. 
Locke, 309 South 
Third 
street; 
and Jam es B. Moran, 1012 Sev­ 
enth avenue south. 
Phi Kappa Phi is a 
national 
honor society for high scholarship. 
T he society elects seniors, 
some 
g rad u a te 
students 
and 
a 
few 
faculty members. 
O th er Upper Peninsula students 
honored included: Alice J. Elliott, 
M unising; 
Thomas R. 
Elmblad 
L'Anse: Theodore G Sober, Brim - 
ley; 
Leo E. 
Kivela, 
Rudyard; 
C harles 
S. 
Nelson, 
Dickinson.. 
John P Soderberg, Crystal Falls; 
Jd m u n d H. Whale. Negaunee; A l­ 
fred B. 
Kristofferson, 
M anisti­ 
que. 


Apply For License — Applica­ 
tions for m arriage licenses have 
been made at the office 
of 
the 
Delta county clerk by Joseph T. 
Bartozek of Pei ronville and Rose­ 
m a r y Derocher 
of 
Bark 
River; 
Rudolph Rothman and Betty Ann 
LaBelle of 
M enom inee; 
Richard 
Norden of Rock and Joyce Jo h n ­ 
son of Gladstone; Robert 
Hakes 
of Bark River and M arjorie Hyzer 
of Escanaba; Harold NorJander of 
Ensign and B arbara Luce of Glad- j 
stone. 


Jorma Sillanpaa 
Dies In Detroit, 
Funeral Tuesday 


Jorm a 
M artin 
Sillanpaa, 
36. 
fo rm er resident of Rock, died F ri­ 
day in Jen nings Memorial hospi­ 
tal in Detroit. 
He had been ill, 
suffering from a 
heart 
ailment, 
the past 
m onth but was hospi­ 
talized only tw o days. 
He w as born A pril 25, 1915, at 
B rure's Crossing, and 
had 
been 
located in Detroit four years. He 
w as a truck d riv er 
and 
heavy 
m achine operator for the A 
J. 
Sm ith C onstruction Co. 
Surviving are his wife, the fo r­ 
m e r Elsie Lam pinen of Rock, his 
father, 
C hailes 
Sillanpaa, 
of 
Bi uce's 
Crossing; 
one 
brother, 
C h a rle s, Detroit, and one sister, 
Mrs. Jo h n 
Rengo, 
of 
H erm an, 
Mich. 
The body was brought here to 
the Anderson funeral home and 
will he rem oved to 
the 
F innish 
L u th era n church at Rock Tuesday 
noon. 
Services will be conducted 
at 2 p rn. Tuesday by Rev. Am os 
Marin. 
Burial will he 
in 
Rock 
cem etery 


Christ Erlingsen, 
Ford River Road 
Dies, Rites Tuesday 


Christ Erlingsen, 77, who lived : 
near the Swan Johnson cottage on i 
the Ford River road, Hied at 10:30 j 
Saturday night at St Francis hns- j 
pital. He was 
stricken 
with 
a 
heart attack S atu rd ay 
aiternnon 
and rushed to the hospital by am ­ 
bulance. 
Mr- Erlingsen, who served as a 
caretaker and fisning 
guide, was 
widely known am ong the sports­ 
men who fish each season in that 
location 
He was born in N orway, April 
19. 1874. and had lived in Escan­ 
aba 41 years. He 
w orked 
as a 
ma>on and contrac tor until his re. 
tirement. 
There arc no know n relatives. 
Funeral services will be held at 
4.30 Tuesday afternoon 
at 
the 
A*>ricrs< ii 
funeral 
hom e chapel 
with Rev. Kart 
J. H am m ar 
of- 


D. Earl Brackett 
Dies In Boston 


D 
Earl Brackett. 62. son of D. 
Bl. B rackett a n 1 a brother of H ar­ 
ry Brackett of Escanaba, died in 
Boston on Sunday. 
F u n eral .services will be held at 
the 
Congregational 
church 
in 
Boston on Tuesday. 
Mr. Brackett was born in L an­ 
sing. and was employed with the 
Mack T ruck company in Boston 
as sales manager. He is survived 
bv his widow and three children. 


Amating. Burial will be in Lake- 
v ievv cem etery. 


Keith Greene Will 
Get M S C Degree 


Keith 
R 
Greene, son of Mr. 
and Mrs. H ow ard Greene, fox m e r 
residents of Escanaba and G la d ­ 
stone. will 
be 
graduated 
from 
M ichigan State college, East L an ­ 
sing, on J u n e 3 
G reene, a graduuate of the N ia­ 
gara, Wig., high 
school 
in 
’45 
spent tw o years in the navy and, 
upon his release, entered college. 
He will receive his bachelor’s de- 
giee in biological science, w ith a 
divisional m ajor in the field of 
bacteriology, zoology 
and 
p h y ­ 
siology. He plans to w ork for an 
advanced degree. 
His parents, residents of N ia­ 
gara, will leave Ju n e I for D e­ 
troit before going 
to 
Lansing. 
They 
will 
be 
accom panied 
by 
Mrs. M. Dupuic of Escanaba, Mrs. 
Gordon Paige, and 
Mrs 
Keith 
Harvey of Detroit. 
G reene has been a m em ber of 
the G lee club, Beta Tau fraternity 
and Newm an club and has been 
active 
in 
cam pus chest drives 
during his four years in college. 


Memorial 
Dance 
Legion Club 


Tuesday Nite 


>1 lisle bv 
Sjoquist Orch. 
Members and guests 


Q u ick A c tio n 
Auto LOANS 


Need money quickly? Get a loan 
here on your car. We advance 
cash on all makes and models. 
Drive dqwn, bring your certifi­ 
cate of title, and get the money 
you need NOW. 


Walter C Wylie 4 Ce. 
r b n e IIM 
I t l l Lug. t i 
Wicker* Bldg. 


NOW! 
T H H O U G H 
TUESDAY 


EVES. AT 7 AND 9 P. M. 


MATINEE 
TUESDAY AT 2 P.M. 


THE D A N CIN G FEET! 
THE FLASHING EYES! 
THE STORMY LIFE! 
THE M A N Y LOVES! 


Ae savage 


diam and 


reckless 


escapades al 


tatentino- 


greatest 


romantic 


idol of 


A m a l! 


COLUMBIA PICTURES preienU 


ANTHONY 
DEUTH 
Richard Carlson 
Patricia Medina 
Joseph Calleia 
PLUS — 
LATEST 
NEWS 


Norway Hires 


City Manager 


Calvin Lakin O f 
Kansas Engaged 
NORWAY, Mich.— C alvin L ak ­ 
in, assistant city m an ag er at Rus­ 
sell. Kans., has been engaged as 
N orw ay city m anager at a salary 
of $4,750, it was announced yes­ 
terday by Mayor Joseph Nora. 
Lakin, who comes h e re highly 
recommended by city authorities 
at Russell, replaces W. H. Lange. 
w ho resigned a month ago to take 
over similar duties at Marysville. 
Lakin, a graduate of the Uni­ 
versity of Kansas w ith m aster’s 
degree, has had considerable e x ­ 
perience in all phases of city gov­ 
ernm ent. A World W ar II veter­ 
an, Lakin at one tim e was em ­ 
ployed 
in 
Kansas 
City, 
Mo., 
w here he was in charge of the 
com m unity coordination and pub­ 
lic relations. 
Lakin, who is 31 y ea rs old. is 
m arried and the fath er of one 
child. He is expected h e re soon to 
take over his new duties. 


Harnischfeger Builds 
New Gantry Crane-Way 


C onstruction of a new G antry 
crane-w ay, 600 by 85 feet has be­ 
gun on th e west side of the H a r­ 
nischfeger 
corporation's 
truck 
crane plant. 
Com pletion of the project by 
Eijipg 
A rntzen, 
Escanaba 
con­ 
tractor, will m ake possible the in­ 
creased fabrication of truck crane 
attachm ents 
at 
the 
Escanaba 


St. Stephen's Club 
Dinner Tonight 


The Men’s club of St. Stephen's 
Episcopal church will 
hold 
its 
last dinner-meeting of the current 
season at the church guild hall 
this evening, beginning at 6:30. 
Following the dinner, an 
in­ 
formal program of en tertain m en t 
will be held, the featu re of which 
will be a talk by the Rev. Jam es 
G. Ward, former rector, on 
the 
Egyptian 
phase 
of 
his 
recent 
M editerranean cruise. 


Wells Children 
Receive First 
Holy Communion 


W ELLS — Sixteen Wells chil­ 
dren received their 
first 
Holy 
Com m union at the 7:30 mass at 
St. 
A n th o n y ’s 
church 
Sunday 
morning, M ay 27. 
Mrs. W alter Kulik directed the 
choir in the music of the mass. 
The processional was 
“On This 
Day Oh B eautiful Mother.” The 
offertory hym n, 
“Jesus, 
Jesus, 
Come to M e.” 
the 
Communion, 
“Heart of Jesus Here” and the re ­ 
cessional, “ Bring Flowers of the 
Rarest.” 
The children were prepared by 
the D om inican Sisters of St. P a t­ 
rick’s 
church, 
Escanaba. 
The 
class included Duane 
Anderson. 
M ary Cook, Darlene Dufour, Bev­ 
erly 
G renier, 
Richard 
Emond, 
Sandra Gustafson, 
Jam es Pinar. 
Richard 
Perle. 
Robert 
Olsze, 
Thom as Sylvester. Judith T rom ­ 
bley, 
R ichard Van Acker, 
and 
Gordon. 
Vernon, 
Beatrice 
and 
Anita V anderlinden. 


plant, 
H ow ard 
Timms, 
general 
manager, explained. 
The G antry cran e-w ay will be 
used for the storage of steel and 
other materials. 
It will release 
the w esterly Bay 5 of the plant 
for 
the 
fabrication 
of 
booms, 
shovels, dippers and other attach­ 
ments for truck cranes. Bay 5 is 
300 by 50 feet. 
Timm s said the 
H arnischfeger 
c o r p o r a t ion 
is 
continuously 
transferring various m an u fa ctu r­ 
ing 
processes 
from 
M ilwaukee 
to 
Escanaba 
to 
m ake 
the 
Es­ 
canaba plant m ore self-sufficient. 
As a result, 
there 
has 
been 
a 
gradual increase in employment. 


Bayers O f Alaska 
Adopt Irish Baby 


Mrs. George Bayer 
of 
Nome, 
Alaska, who is visiting w ith her 
parents, Mr. and Mrs. 
John 
D. 
G authier of Bark River, recently 
adopted a baby boy from Ireland. 
Mr. and Mrs. M aurice Kelliher, 
also of Nome, w ere flying to Ire­ 
land to visit with Mr. K elliher’s 
parents and offered to put through 
the necessary papers 
for 
adop­ 
tion of an Irish 
baby 
for 
th e 
/Bayers. 
A fter much red tape, the Kelli- 
hers obtained a 16-month old boy 
and returned to the United States. 
The adoption was done entirely 
by mail and the Bayers flew to 
Detroit to meet the 
plane 
from 
Ireland which carried their son to 
his new parents. 


Try a Classified Ad today. Call 692 


I 
Bargains you want on Classified 
Page. 


• 
ENDS TO-NITE AT 7 A N D 9 P.M. 
• 


HOLD ONTO YOUR HEART! 
. 
for the biggest barrage of 
gobs, laughter and greatness 
ever laid down by the U. S. Fleet! 


* 
* 
* 
* 
* 
* 
* 
* 
* 
> 
* * * • * * + * * • + * 


I * 
TOURE IN THE 


THE TERRACE 


Memorial Eve Dance Tuesday, May 29th 


Music by 
The “Merrier” Five 
No Admission or Cover Charge 
Positively No One Under 21 Admitted 


Serving Every Night from 5 to 10:30 p. rn. 
Delicious Chicken, Steak and Sea Foods 


In Hot Pursuit. . . 


F 
ire is 
c l o se r to do- 
troying 
your 
home 
than 


you think! 
A faulty elec­ 


trical 
fixture . . . a 
care­ 


lessly 
stored 
inflammable 


could start him hot-footing 


through your home on a wild 


race of destruction. 


Check the fire hazards in 


your home and insure ade­ 


quately 
today — through 


Bergman 
Insurance Agency 
Phone: 
3227 
Bark River 
* 


BUY NOW FOR THE BIG HOLIDAY! 


M U U M U U 
+ D M V + 


A 
A A A A 
XX 
A HOLIDAY SPECIAL! 


TENDERIZED, 
hookless, smoked 
6/8 lh avg. 
PICNICS 
Canned HAMS 


l b 


Wilson's 
certified, 
ready-to-eat 


f H M T R t 
A i * t C N C ’ U 
★ Starts Tomorrow! ★ 


Giant size, Queen 
O LIVES ... 


With pimento, salad 
O LIVES ... 


2 l- u z .n e t 


16-oz. not 


EVENINGS AT 7 A N D 9 P.M. 
M ATIN EE W EDNESDAY AT 2 P.M. 


qt. .jar 51c 
IT’S “LAFF” WEEK! 
HILARIOUS! 


Red Owl salad 
D R ESSIN G . 


Red Owl, fancy 
Sand. Spread " JBr 29c 


8 in pkg. 9” size 
Paper Plates 2 |,kKS 25c 


Simi, spoons or 
Plastic Forks1,10 pkB' 10c ” 


Oi-eo Creme sandwich 
, 
C O O KIES. 
38c 


Prize in package 
* 
Cracker Jack 6 pk*s' 25c 


Peanut butter filled 
14-oz. I Q - 
cello 
■ Y C 


Old fashioned candy 
2-rn y* 
cello A /W 


Candy Kisses 


Old fashioned candy 
Orange Slices 


C ircus peanuts 
Brack's Candy pi,”' 29c 


6 in pkg. 8-oz. size 
PAPER CU PS 2 pkss 25c 


...and the whole 
farm’s jumpin’ 
with roaring 
^ 
Que/ 


Sandwich or 
coney 
BUNS 


pkg. 
Of 8 


Red Owl 
P O P 


8 sparkling flavors 
3 atr2 9 
plus dep. 


UNI VERSAL-INTERNATIONAL presents 
Marjorie, 
Percy 
MAIN KILBRIDE 


POTATOES 
LARGE EGGS 
RADISHES 
LETTUCE 


Ii. s. No. I 
Alabama, 
new, red 
, 


Ka rmdale 
brand, 
Grade A 


Home-grown. 
crisp, 
solid 


Crisp, 
firm icebergs, 
large size 


Doz. 


Bchs. 


heads 
STRAWBERRIES 


Sweet 
red ripe 
Kentucky 


*1 ‘“Asyftja MA 


nth BICHARD LONG • MEG RANDAII • RAY COLLINS 
■ 
Plus — Sport - Cartoon - Novelty 


BUY! GIVE! THEATRE COUPON BOOKS! 


Puritan Dutch Oven 
BAKED 
BEANS 


28 ox. 
pot 


18 oz. pot 2 2 ^ 


Northern brand, whole 
SWEET 
PICKLES 


All Prices Effective 
Through 
Memorial 
l)a> 


Drive Safely! 
The life you save 
may be your own! 


J 


MONDAY, MAY 28, 1951 
T HE 
E S C A N A B A 
( MI C H . ) 
D A I L Y 
P R L S 


BUILD NEW STOVES IN PARK—Pioneer Trail 
Park will have ten new picnic stoves, am ong 
other im provem ents m ade this spring. P ictured 
(left to right) are L aw rence Johnson of Esca­ 
naba; William J. K aras, superintendent-engi- 


neer; and Ernest King of Flat Rock, of the Delta 
road commission. Johnson and King are m aking 
forms for a new concrete stove. It will replace 
the old stove at the right. (Daily Press Photo) 


County Improves Park 
Facilities At Pioneer 


Pioneer Trail P ark, D elta’s lar­ 
gest and 
most 
popular 
public 
playground, is this spring receiv­ 
ing major im provem ents for the 
first time in m any years. 
Ngw tables, 
benches, 
swings, 
toilets, stoves and a gatew ay en­ 
trance' are listed am ong the facil­ 
ities added in the 1951 develop­ 
ment 
program, 
plus 
a general 
“housecleaning” to m ak e the park 
m ore attractive to visitors. 
The work is being financed by 
a $2,000 
appropriation 
of 
the 
board of supervisors m ade last 
October, and 
is being done by 
Delta county 
road 
commission 
clews. 
The road com m ission has 
for many years adm inistered the 
county park program for tile sup­ 
ervisors. 
Attractive Entrance 
Pioneer Trail P a rk , located be­ 
tween Escanaba an d G ladstone on 
the Escanaba riv er ju st off US- 
2-41, contains 90 and a fraction 
timbered acres. 
It is the largest 
park in the county system. 
Relocation of the en tra n ce road 
and erection of 
a 
large 
rustic 
gateway provides a safer and more 
attractive approach to the park. 
Tho entrance gatew ay is 36 feet 
w ide and 15 feet high and is to 
be made still m ore sightly with 
shrubbery plantings to be made 
later. 
Additional approach signs have 
been erected along th e highway 
on each side of the entrance. 
The work 
scheduled 
for this 
year is expected to be completed 
by this coming weekend. 
Recreation Facilities 
Swings and teeter - totters for 
the youngsters, larger swings for 
older youth, and m ore tables and 
benches have been added to the 
park this year. 


Sixteen swings have been erect­ 
ed. 
L arger swings are suspended 
from supports placed between big 
pine trees in the park. 
Five sets 
of 
te ete r-to tters 
and 
smaller 
swings will 
provide 
am usem ent 
for the youngsters. 
A baseball diamond is located 
iii one of the play areas of the 
park. 
Im proved picnic facilities will 
be found this year, including IO 
new stoves, six of which are the 
latest east iron type mounted on 
pedestals. 
At Minimum Cost 
Toilet facilities have been im ­ 
proved w ith the construction of 
four new toilets of rustic type. 
Construction ot Hush type toilets 
in the p a rk is planned for the 
coming y ear if funds are avail­ 
able, said William 
Karas, 
road 
commission superintendent - en ­ 
gineer. 
The cost of 
the 
improvements 
has been kept to a minimum by 
the use of m aterials taken from 
the park itself, so far as possible. 
White pine tim ber for the signs 
and swings and entrancew ay came 
from old trees in the park, and 
cedar tim b er from county-owned 
property at the Squaw Creek g ra­ 
vel pit. 
Most of the cost has been 
charged to labor. 
General clean-up work is be­ 
ing done in other parks in the 
county park system this spring. 
Latest p ark to be added is sw im ­ 
ming beach frontage on Sack Bay, 
purchased last year by the county 


with the cooperation of F airbanks 
tow nship. 
• 
Historic Site 


Pioneer Trail Park is so nam ed 
tor its location on the old pioneer 
trail southw ard 
along 
th e 
bay 
shore to Green 
Bay, 
then 
Fort 
H ow ard. 
A m arker w as erected 
in th e p ark a num ber of years ago 
by 
the 
Lewis 
Cass 
Chapter, 
D aughters of the A m erican Revo­ 
lution. 
T h e park also is near the site of 
one of the earliest Delta county 
settlem ents—Old Flat Rock. Pion­ 
eers established homes and built 
a saw mill there as early as 1830. 
O ne of the historic features of 
the p a rk is the old cem etery, res­ 
tored in the 1930’s but dam aged 
by vandals in the years since its 
restoration. 
im provem ents at the park this 
y ear a re coupled w ith pleas of the 
county road commission for pu b ­ 
lic cooperation in 
keeping 
the 
park clean and reporting to a u th ­ 
orities any acts of property des­ 
truction or vandalism. 


I^ e r.so n a ls 


Bill 
P riested 
son 
P riester, 515 South 
left this morning for 
Miss Rita Kimball 


of 
Clinton 
10th 
street, 
G reen Bay. 
of M enom ­ 
inee left today after visiting with 
Miss 
Dorothy 
Lem erande, 
925 
W ashington 
avenue, 
over 
the 
w eekend. 
W eekend guests at the hom e of 
Mr. an d Mrs. Clem DeCamp, 1107 
First av en u e north, w ere A rth u r 
Buhl il k and son, A rthur, and Iris 
G a rd n e r of Chicago: and Karol 
G a rd n e r of Stephenson. 


BAD DRIVE-IN 


TO N IG H T 
yr" 
r n 


i Ihroufsh Bf 


MKN MHT M R 


PLUS 


COLOR C A R T O O N 


M ake Us Your Headquarters for 


Buns-Fresh Fruits 
Ice Cold Ponies of Beer 


Please Order Ponies of Beer in Advance of Your Needs. 
Soft Drinks — Wine — Bottled Beer 


Open Sundays Cr Holidays 'til Noon 
Dagenais Grocery 


1501 Wash. Ave. 
Escanaba 
Phone 2430-W 


Calumet "Collegiates 


'Hie shoes that are famous with yourn; men 
the country over — for comfort and rugged 
good looks are here now for your selection. 
We particularly 
Invite 
1951 
Graduates 
to 
come in aud see this famous line. 


Dark Burguud> Brogue, 
Black Edge Finish 
$8.95 


Mohawk Tan 
Arrow Brogue 
$8.50 


DELTA 
SHOE SERVICE 


108 N. 14th St. 
Escanaba 


fO»»r Sidestreet Location Saves You Money) 


Garden School 


Fund Proposed 


$25,000 Bond Issue 
Vote On June ll 
Voters of G arden township will 
be asked 
to vote Ju n e ll on a 
proposal to bond the township foi 
$25,000 to assist in completion of 
the new C atherine Bonitas grade 
school at G arden. 
Mrs. Bonitas, widow of William 
Bonitas, widow' of William Boni­ 
tas, m illionaire lum berm an, w ill­ 
ed $150,000 to G arden for the con- | 
struction of a 
school 
building. 
When the bids w ere opened this 
spring it was found the am ount 
needed w as greater than the gift 
from Mrs. Bonitas. 
T he G arden board of education 
has in its general fund some funds 
accum ulated 
over 
a 
period 
ot 
years, and this will be transferred 
to the building fund as approved 
by the voters in a special election 
held last W ednesday. 
In that special election only one 
of 59 votes cast was against a u ­ 
thorizing the board to transfer the 
funds for school building 
p u r­ 
poses. 
T he am ount aproved for 
transfer was u p to $17,000. 
In 
addition 
to the funds on 
hand, the tow nship school district 
will need about $25,000 m ore to 
com plete 
w ork 
on 
the 
school 
building project. This will include 
repairs 
and 
alterations 
to 
the | 
present brick building which w ill 
be attached to th e new structure. 
O w ners 
of 
tax ab le property 
m ay vote Ju n e ll on bonding the 
tow nship for $25,000 to be repaid 


wilhin a period of 13 years. 
All 
eligible 
voters, 
including 
non-ow ners of property, may vote 
on the second ballot question to 
authorize the board of education 
to issue bonds for school building 
pu r poses. 
G arden tow nship residents 
in 
doubt concerning their status as 
school voters and ow ners of ta x ­ 
able property are asked to consult 
their tow nship supervisor. 
The board of education is com ­ 
posed of Alfred LaVallec, presi­ 
dent; 
W alter Stellwagon, secre­ 
ta r y ; 
Harold 
Goff. 
treasurer; 
Deighton 
Tatrow 
and 
George 
Boudreau, trustees. 


Yacht Club Enjoys 
Dedication Party 


About 50 
Escanaba 
yachtm en 
and their wives S a t u r d a y 
n i g h t 
enjoyed a dedication party at the 
new Escanaba Yacht Club house 
at Sand Point, the 
first 
get-to­ 
gether of the organization in its 
headquarters. 
Jam es Davies, chairm an ot the 
entertainm ent 
committee, 
pre­ 
sented G reat Lakes Cruising Club 
moving pictures of yachting acti­ 
vities on 
Lake 
Michigan, 
Lake 
Huron and Georgian Bay. Includ­ 
ed w ere pictures of Fayette and 
other Green Bay ports. 
Com m odore A. 
L. 
W entworth 
said plans are being m ade by the 
EYC to assist in 
the 
en tertain ­ 
m ent of visitors during the na­ 
tional 
convention 
of 
Outdoor 
W riters in Escanaba this summer. 
The club house will be open to the 
waiters during their stay. 


P latinum has been known to th e' 
scientific world for 
only 
about 
200 years. 


Lost Woman Is 


Believed Dead 


Continue Search To 
Find Her Body 
Search continued today for Mrs. 
M anuel Rocheaux, 
60, 
of 
Ja m 
Dam, 
M enom inee 
county, 
but 
hope has been abandoned that she 
wall be found alive. 
Mrs. Rocheaux disappeared one 
week ago today from 
her 
home 
about six miles south of Harris. 
A tew officers 
and 
volunteers 
set out again this morning in con­ 
tinuing the search, but organized 
effort1 that lust week comprised a 
posse of 50 men 
wall 
be 
ab a n ­ 
doned. 
Lost Near Home 
Any hope that she m ay still be 
alive was abandoned because of 
the long lapse of tim e since Mrs. 
Rocheaux disappeared. Exposure, 
lack of food, and the attacks of 
mosquitoes and black flies for a 
week would tax the strength of 
the most hardy woodsman, offi­ 
cers pointed out. 
State police, conservation offi­ 
cers, and 
M enom inee sheriff’s of­ 
ficers directed 
the 
posse in 
its 
search beginning last Tuesday. 
Authorities said Mrs. Rocheaux 
was last seen about 9 a. rn. last 
Monday. 
She and her husband 
were tending a cow th a t had given 
birth to a calf near their small 
farm home. 
Mr. Rocheaux sent 
his wife to the house, and w hen 
she did not retu rn he w ent there 
but was unable to find her. 
Appeared “Confused” 
Rocheaux 
notified 
neighbors 
BELIEVE IN 
YOURSELF! 


Don’t test one brand alone 
...compare them alj! 


U n lik e o th e rs, w e n e v e r a s k y 


to te st o u r b r a n d a lo n e . W e s a y - . 


c o m p a r e P H IL IP M O R R IS . . • ■» « *« » 


P hilip M o r r is- .!•«»•• PhiiJJ . ollRI 
against a n y o th e r a g a r e U e - 


T hen m a k e y o u r 2 S j ! ^ 
° 
^ 


TRT TMI* TESTI 


T ake a PMinP w o r m s - a n d °"Y 
Sir 
..... - Th."- 
«" 


you do: 
I 


Light up either c ig a re t te . Toke a 


pull— don t inhale— and s-l-o-w l y 


le, the smoke come through your nose. 
2 


Now do exactly the same thing 


With the Other cigarette. 


N O T ,C t THAT P H IL P M O ™ * 
It DEFINITELY U S S IRRITATING, 


d e f in it e l y m il d e r ] 


mm- 
rn 


Remember t 
NO CIGARETTE 
I HANGOVER 
means 


who in turn called authorities for 
assistance and a searching party 
was organized on 
Tuesday. 
On 
the second flay of the hunt a shoe 
anri 
stocking 
identified as Mrs. 
Rocheaux’s were found in a thick 
sw am p one-half mile 
from 
the 
farm. 
L ater a strip of her cloth­ 
ing was found on a ridge in the 
swamp. 
The husband 
and 
two 
sons, 
Raymond and Leonard, assisted in 
the search. 
The Rocheauxs also 
have a daughter, 
Mrs. 
Clarence 


La Palm. 
State police said neighbors of 
the Rocheauxs told of seeing Mrs. 
Rocheaux “confused” in her dir- 
i ections on several occasions, O nce 


j she was found walking back and 
I forth on the main road and had 
I to be assisted in finding her w ay 
home, they told state police. 


Scientists do not altogether d is­ 
count the possibility that the giant 
sloth, generally believed extinct, 
m ay still exist in the 
w ilds 
of 
South America. 


H a p p y 


M o to rin g ... 


is yours for sure 


when you use 


Shell Gasolines & Lubricants 


May We Have the Pleasure Of Serving You? 


Pie kup 
& Delivery 


J O H N N IE S &HELL3 SER V IC E 
Corner Of 


John Mobil, Prop. 


Steph. & Lud. Sis. 


Phone 3189 


^ 
MORE SMOKING PLEASURE! 
MUE KOMIS ** 
CAIL 
FOR 


BLUE JEANS 
so. 95 


Just the thing for summer fun. 
Women's blue jeans in sizes 24 
to 34 waist. Finest quality, full 
cut sizes. 


SUMMER SWEATERS 


.95 to $4.95 


Cardigans and slip-over sweat­ 
ers in pastels, white and deep 
tones. All sizes. Wools, nylons, 
cottons and rayons. Marinette 
Knits. 


SUMMER SLACK S 


Beautifully 
tailored 
summer 
slacks in gabardines, coverts, 
flannels and corduroys. White 
Stags included in new styles. 


Big new selection of women s swim suits 


in all sizes and every new color. 
Just 


what you want for summer beach wear. 


SU M M E R SK IR T S 


$ 2 - ’ 5 to $ y . 9 J 


Cotton prints, corduroys, flannels, ray­ 


ons, etc. Big, new selection of summer 


skirts for vacation wear. All sizes. 
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Editorials— 
Only Skullduggery In Shift Of 
Ore Is That By Joe Stalin 
A 
SHLAND’S 
concern for a sharp drop 
tkis year in ore tonnage handled over 
the Ashland docks is readily undestand- 
able because ore shipping is big business 
in Ashland, just as it is in Escanaba. 
A 
sharp decrease in the ore movement means 
loss of jobs and in Ashland, 200 dock and 
railroad workers are out of employment 
this year because of the shift of ore to Es- 


a temporary situation created by the u r­ 
gent requirements of national defense and 
a shortage of ore vessels. 
The boat haul from Escanaba to Chicago 
is so much shorter than the boat haul from 
Ashland to Chicago that an ore carrier can 


M e rry-Go- Round 
By DREW PEARSON 
WASHINGTON—Stuart Symington, the 
Trum an trouble-shooter, has made a good 
start toward cleaning the barnacles from 
the politics-ridden Reconstruction Finance 
corporation. 
He may not know it, how­ 
ever, but the most scandalous case in his 
files involves one of the m ajor railroads of 
the United States and a member of the 
Roosevelt cabinet. 
It also involves some of the worst wire­ 
pulling and deliberate deception 
which 
this observer has ever seen in Washington. 
The railroad is the Baltimore and Ohio, 
which borrowed $87,000,000 of the taxpay­ 
ers’ money in 1939 with the obligation to 
pay it back in 1944. Instead, the B. & O. 
arranged a deal, with the RFC as a collab­ 
orator, by which it went into receivership 
handle three loads from 
the 
Escanaba 
docks in the same time that it requires to 
«>* McLaughlin act. 
T h o 
KnncPt^Pif 
eohino 
handle two cargoes from Ashland. 
It is 


normally would be handled at Ashland. In 
this instance, Ashland’s loss is Escanaba's 
gain. 
The Ashland city council, however, is 
definitely off-base in implying that there 
is skullduggery forces at work in connec­ 
tion with this shift in business. It is simply 


canaba docks from the Gogebic range that | true that the rail haul to Escanaba from 
the Gogebic range is much greater than 
the rail haul to Ashland, but more iron ore 
can be moved to the smelters from the j 
mine fields during the navigation season 
through the present system. That is the 
important consideration. 
As indicated above, the situation is tem­ 
porary in nature. It is expected that the 
Great Lakes ore fleet will be increased by 
about 16 vessels next season. There also is 
the possibility that 
stockpiles 
at 
the 
smelters will be larger next spring than 
W e Must Gear Defense To 
Russia's Potential 
MONG the men who know the Russian 
economy best, the consensus is that 
the Soviet Union is not capable of fighting 
a long war successfully. 
There are manv reasons for this view: 


The 
Roosevelt 
cabinet member was 
Jesse Jones, onetime secretary 
of 
com­ 
merce and federal loan administrator. 
One of the most interesting aspects of 
the B. & O. case is that forthright COP 
Senator Tobey of New Hampshire, 
then 
chairman of the banking 
and 
currency 
committee, conducted an investigation of 
the loan in 1947, but for some strange rea­ 
son a final report was never published— 
even though the Republicans were then in 
control of Congress. 
However, 
the facts are all on record, 
both before a federal court in Baltimore 
and in the files of the banking and curren­ 
cy comm i tee. 
JESSE TAKES A RIDE 
They show that the Baltimore and Ohio 
took Jesse Jones on a private car to St. 
j Louis while he was returning to Texas for 
Joe Stalin and the Commies who are ‘the Itho Christmas holidays in 1943, and on this 
real culprits in this situation. 
| triP B- & °- Vice-President Russell Snod­ 
grass suggested a plan to put the railroad 


A 
m u i n u tne men wno K n o w me nussian 
they weie t h i s year. 
economy bee), the consensus is that 
, When conditions become more normal 
it is apparent that Gogebic range ore will 
once again be moved over 
the 
Ashland 
docks. In the meantime, the good poeple of 


the "vulnei7bnit7'"andUoverburdened 'state j f„s„h l“ d,.„ca" . 
^ 
Pl.e.l S“ r!.,„UP °" 
of Russian transport shortages of some 
critical materials like oil and the sulphuric 
acid needed for explosives, 
the general J 
I n h h v K f c 
I into receivership. 
Snodgrass even wrote 
vulnerability of many important industiial i 
J 
I the draft of a letter which he wanted the 
centers, the fact that Russia already has I F o u g h t G o S T a x 
B i l l 
! RFC to send him—a letter which would 
committed a high proportion of men and 
materials to military purpose and cannot 
divert much more. 
CCORDING to a time-honored adage. 
^ “If you can’t beat ’em, join ’em.” It’s 
But the economic specialists are agreed j a bit of wisdom 
accumulated 
through 
that none of these limitations rules out the j ^’ears °t experinece in many fields ol en- 
undertaking j deavor. 
The 
American 
possibility of the Kremlin 
w ar if it thinks the conflict ca nbe kept 
short. It’s conceivable, in fact, that Mos­ 
cow might conclude time is against it, that 
it ought to strike while it enjoys its pres­ 
ent advantage in mobilized manpower and 
stockpiled munitions. 
Here the A-bomb enters as a powerful 


Federation 
of 
State, 
County and Municipal Employes has made 
a liberal application of this philosophy in 
connection with the gasoline tax increase 
bill, which was recently enacted by the 
stale legislature over the veto of Governor 
Williams. The union lobbyists in Lansing . 


"Aren't Prices Terrible? 
l l 


deterrent. But our military experts think * fought the gas tax 
increase 
vigorously 
Furthe 
there is a point where the Russian Com­ 
munist leaders might risk even the dan­ 
gers of devastating U. S. retaliation by A- 
bomb. That point, they believe, is the mo­ 
ment when Russia’s own A-bomb stock­ 
pile is big enough to support 
what 
the 
Reds would hope to be 
a 
crushing sur­ 
prise blow against our major strategic air­ 
fields and industrial cities. The aim would 
be to cripple our counter-force before it 
could be applied. 
Thus 
a 
Russian attack envisaging a 
short war cannot be ruled out. The eco­ 
nomists believe the Soviet economy would 
support it, and the soldiers thing that m i­ 
rier certain circumstances the idea might 
recommend itself to the 
Russian 
high 
command. 
Naturally, however, we are not likely to 
gain much solid information about Soviet 
intentions. During the MacArthur hearings 
a Jot of senators have 
consumed 
many 
pages of the record in trying to pin down 
Generals MacArthur, Marshall and B rad­ 


l e y on what the Russians intend to do. Do 
they really believe anybody knows, or can 
find out? 
If we were to tailor our strategy to the 
sketchy fragments of real information we 
are able to gather about Soviet intentions, 
our plans for defense would have a flimsy 
foundation indeed. 
We cannot take the risk of concluding 
that Russia will not start a war, as some 
would like to have us do in the absence of 
positive proof to the contrary. 
There 
is 
only one safe and sane course 
for 
us. 
That is to shape our strategy and defense 
effort to fit what the Russians are capable 
of doing. 
We can’t know Soviet intent, but we can 
and do know Russian military capabilities. 
The experts tell us Moscow has the men 
-'and the munitions and the economy 
to 
fight a short war, presuming a certain sup­ 
ply of A-bombs. 
Therefore we must be 
ready to meet an attack, wherever Russia 
is aole to deliver it. 
This elementary necessity should be evi­ 
dent even to those senators who think we 
can divine what Joe Stalin is thinking. 


Adding Insult To 


Injury In Iran 


during its rough path through the legisla­ 
tive process. They lost the fight, though, 
and the gas tax increase of I !£c a gallon 
was adopted. 
The echo of the final vote hardly had 
been swallowed by the walls of the house 
of representatives before a representative 
of the union sent a telegram to the secre­ 
taries of unions whose members are em­ 
ployed by the county road commissions of 
the state. In that telegram, the local unions 
were advised, “Gas tax bill passed today 
through hard work of your union repres­ 
entatives. 
Have 
your union committee 
meet with your road commission at once 
and demand same wage that 
state 
em ­ 
ployes get.” 
It may be that county road commission 


be the excuse for putting the railroad into 
a receivership. 
And Jesse Jones, sitting back in the pri- j 
vale B. & O. car, clicking over the rails to j 
St. Louis, obviously agreed. For the letter j 
was sent, signed by one of Jones’s RFC I 
directors, and the railroad thereafter was j 
able to postpone paym ents of 
its 
huge i 
$87,000,000 loan to Uncle Sam, 
j 
At that time, the B. & O. was making | 
money. In fact, between 1939 and 1944, it j 
cleared $110,000,000 net profit after taxes. 
SIPHONING OFF PROFITS 
>rmore, 
the railroad deliberately 
paid off $31,000,000 from its net profits in 
1943-44 to buy up B. & O. bonds that did 
not m ature until between the years 1948 
and 2000. 
The government loan mean­ 
while matured in 1944. Yet the B. & O. 
managem ent siphoned off money which 
could have reduced its 
indebtedness 
to 
Uncle Sam, in order to pay private debts 
not due until much later. 
Thi's diversion of money also was done 
j w ith the consent of Jesse Jones, 
despite 
the fact he was then charged with protect­ 
ing the best interests of the United States 
government. 
Putting these private debts ahead of the 
government loan, commented the Senate 
thanking and currency investigation, “tend- 
} ed to minimize the actual and prospective 


U. S. Cruiser’s Shore Expedition 
Captures Love Of 45 Korea Orphans 


employes are underpaid, particularly 
n • 
„ 
0 
„ 
, , 
♦ 
i 
’ 
, 
i resources ol the B. & O. and thus served to 
relationship to employes of the state high- • 
, 
u - 
iwQv 
j • 
, , 
I justify the receivership. 
way depaitment doing comparable work. 
That s not the point at issue here, how 
ever. If they deserve more wages and if j 
the road commissions can pay more now I 
that more revenues are to be available, in- 1 
creased wages should be authorized for 
j those reasons. Certainly they .should not be 
approved on the grounds that union rep­ 
resentatives fought for the gas tax in­ 
crease—because thev did not. 


‘‘It seems fair to conclude,” the senators 
} added “that without straining 
I could have cut its debt to RFC to about 
$25,000,000. 
had it chosen to treat first 


^NNLY 
a greatly 
inflamed nationalism 
could lead Iran to ret use any consid­ 
eration whatsoever to legitimate British 
concern over the future of the seized An- 
glo-Iranian Oil company. 
Iranian leaders obviously are operating 
under tremendous public pressures, 
l'.’s 
proper to say, in fact, that they are open­ 
ly feuiful ol making the slightest < onces- 
sion to the British viewpoint. Al' offers of 
discussion and consultation 
have 
been 
turned down with bitter temper. 
But though this be accepted as more or 
less inevitable in the present mood of the 
Iranian people, it seemed an unnecessarily 
harsh gesture to propose that British e x ­ 
ports come in and assist the Iranian gov­ 
ernment in nationalizing the company. 
Something like murdering a m an’s good 
friend and then inviting him to 
preside 
over the dismemberment of the body. 


I things first, and to meet its 1944 debt to 
IR. F. C. from the resources it had avail- 
; able.” 
j 
P art 
of 
this inside finagling between 
I Jesse Jones and the B. & O. lea k ed out 
j when Cassius Clay, a former RFC official, 


I joined the B. & O . as solicitor, 
then be- 
i c a m e d isgu sted with w h a t was going on 
j and supplied in fo rm a tio n to th e 
Senate 
j c o m m itte e . 
CLAY’S CONFIDENTIAL MEMO 
j 
It was Clay who wrote a confidential 
—— —— —— — --------------------------------------- j m e m o , dated Aug. 15, 1944, telling of the 
250 YEARS AFTER ' Jesse Jones conversation on the private 
„ 
_ 
.. . 
[ B. & O. car at w h ich th e plot was hatched. 
(Green Bay Press-Gazette) 
., 
. 
.. .. 
.... 
, 
, 
! Clay, then general solicitor of the railroad, 
It was the morning of May 23, 1701, and j w r o t e 
to John Cornwall, a director and 
Captain William Kidd was to be hanged : general counsel, as follows: 
in London. The 
captain, it seems, was a j 
“ When Mr. Jesse H. Jones went to Texas 


Other Editorial 
Comments 


ABOARD THE USS ST. PAUL 
— (N EA)—The war communiques 
didn’t mention it, but the crew of 
the heavy cruiser USS St. Paul 
thinks the Incident of Fusshi-To 
was a pretty important part of the 
Korean War. 
Not a gun was fired, not a drop 
of blood shed and the big ship 
didn’t even move a nautical inch 
—but the St. Paul’s officers and 
men have a good feling about the 
job they did on Fusshi-To. 
It started when the St. Paul, 
with other units of the fleet, was 
bombarding 
the 
Inchon 
area, 
smashing at Red-held 
road and 
rail networks. They were near a 
tiny, rocky island called Fusshi- 
To, which had a lighthouse on its 
J highest point. The lighthouse did- 
B. & O. I 
,. 
, 
I n t work. 
Lt. 
(jg ) 
Edwin 
H. 
Buhr, of 
Long Beach, Calif., assistant dam ­ 
age control officer, took a repuii 
party off in a whaleboat, headed 
for Fusshi-To and a bout with the 
ligthouse. As the boat approached 
the 
shore, 
they 
noticed that a 
crowd 
of 
bai*-footed 
Korean 
children 
were 
watching 
them 
from the beach. 


pirate. At least he had been convicted of 
both piracy and murder. That should be 
enough to hang at a time in history when 
one might swing at the end of a rope for 
stealing a handkerchief. 
But Captain Kidd did not have fast wits 
for nothing. There was only one way out 
of his mess and that was glittering the 
eyes of men with greed. So the captain told 
a story of fabulous treasure. Gold and si I - 


fo i t he Christmas holidays, Mr. Snodgrass 
look him out to St. Louis on one of the 
B. & O. business cars for the purpose, so 
j I understand, 
of discussing the matter 
with Mr. Jones. Not long thereafter Mr. 
Snodgrass asked me to* come to his office 
to confer. He said that in his view it was 
necessary for the company to resort to the 
McLaughlin aet in 1944-45, 
particularly 
for the following reasons: 
ver and .jewels and funny little maps to j 
*«(1) The fact that the McLaughlin aet 
point out obscure places on 
the 
great expired on November I, 
1945, and 
the un­ 
globe. His jailors questioned him closely. I certainty as to whether it would be renew- 
They were accustomed to this sort of guff, j ed by Congress. 
But still they would take a handtul of dia- j “ (2) I’he second reason 
which he gave 
mends if available. 
j was expressed in this way: ‘If we wait be­ 
glic captains story did not stand up. (yond 1944. we might lose control of 
the 
The maps did not. stand up. Nothing stood j situation.’ ” 
up but the captain’s neck as the halter | 
stretched it. 
But hope and dreams intermingle and a 
crew of twenty are leaving England for 
somewhere east of Singapore with maps 
handed down through 
the 
generations. 
They have spades with them. They should 
Into The Past 


take modern machinery that will excavate 
a thousand spades at one dip. The sales­ 
men of the trip must have been tall with 
their language. Every member of the crew 
has paid nearly $3,000 for the privilege of 
“sharing” in Kidd’s treasure 250 years aft­ 
er the great freebooter gurgled his last 
whopper. 


-J 
Back on the St. Paul, Buhr told 
j the 
skipper, 
Capt. C. C. Smith, 
! and his crewmates about the 45 
(children on Fusshi-To. Over the 
” I ship’s loud-speaker system went 
IO 
YEARS AGO ( the story. The response was im- 
Lonac ii- Lord Louis Mountbatten, 
40- . mediate. Sailors brought in eloth- 
vear-old cousin 
of King George VI, w'as \ ing they could spare and money 
reported safe rn 
a cabled message received . and 
s o a p 
and candy. In a few 
bv Lady M o u n t b a t t e n today after the Brit- hours, 
1:500 
pounds 
of clothing 
ish d» NiToyei Kelly under his 
c o m m a n d J and $400 were collected. 


Bahr and his men found that 
there were 45 children on the is­ 
land, ranging in age from one to 
about 14. 
They belonged to an 
orphanage which had been pretty 
hard hit by the war. The orphan­ 
age home w'as the only building 
on Fusshi-To and it 
was 
badly 
battered. 
The interior was cold 
and 
bare, 
the windows broken, 
sanitary facilities virtually non- 
11 xistent. 
The island had supposedly been 
evacuated, but the 45 youngsters 
with 
three 
adult overseers had 
somehow been forgotten. Sonic ol 
the children were sick, all were 
hungry. They had torn and tat­ 
tered clothing, and they huddled 
together for warmth. 
Bahr, a prisoner of war held by 
H ie Japanese in World War ll, 
j learned by signs and pidgin-Eng- 
j lish-Japanese that the o r p h a n a g e I 
yu, st. Paul’s executive officer, 
' was absolutely devoid of supplies. | senf a c h e ck for part of the money 
They’d been living for days on a the 
crew' 
donated to friends in 
spoonful ol l ice. 
J Tokyo. The money went for the 
• 
• 
• 
I p u rc h a se 
of 
vegetable 
seeds, 


DRESS INSPECTION: Lt. (jg) Francis J. Linehan, Jr. helps one 
of Fusshi-To’s orphans into a slightly oversized Navy jacket. 


Later, 
another working party 
from the St. Paul landed on Fus­ 
sily-To. There 
were 
carpenters, 
who began a project of repairing 
the building. There were men who 
measured each chili! 'or a pair of 
canvas shoes, which were made 
by the crew. 
An 
officer 
and some enlisted 
men scoured the ruins of Inchon 
until they found an old pot-belly 
stove. They brought this back and 
put 
it 
in working order in the 
orphanage. 
Other 
men 
reclaimed a w'ell, 
easing the sanitary situation on 
the 
island. Ship’s 
cooks 
came 
over, 
to 
instruct the orphanage 
worker; 
in 
the 
preparation of 
American food. 
+ 
* 
* 
(ninmaiuicr Amos T Hathaway, 


w iii eh will be planted on the is­ 


land for tim children’s food alter 
the St. Paul is just a memory in 
their minds. 
Many 
members 
of the 
crew 
wrote home, telling of the Inci­ 
dent of Fusshi-To. Soon boxes of 
children’s clothing and toys began 
coming from the U. S., and were 
givf n to the 45 war-battered or­ 
phans. 
Now, on Fusshi-To, there 
are 
45 
well-fed 
and 
well-clothed 
youngsters. 
Perhaps Hie meals— 
mostly stew—don’t seem luxuri- 


Good Evening ... 
By CLINT DUN ATH AN 
BATTLE OF THE PORTRAIT — Jean 
Worth of the Menominee Herald-Leader, 
writing in his Town Crier column, 
com­ 
ments on the honors bestowed upon Judge 
Frank A. Bell of Negaunee in connection 
with the unveiling of the retired jurist’* 
portrait at Menominee. 
% 
“The portrait of Judge Bell it a con­ 
ventional one. That virtually assured Us 
public 
acceptance. 
The other counties 
of the 25th circuit have also commis­ 
sioned portraits of Judge Bell recently 
for their courthouses and some of the 
pictures have caused more comment in 
the bar than the MacArthur case." 
The Judge Bell portrait at the Menom­ 
inee courthouse was painted 
by 
Victor 
White, New York artist, from an espe­ 
cially posed portrait photograph. 
The portrait unveiled a couple .months 
ago in Escanaba was painted by Salvatore 
D. Andriacchi of Ishpeming. 
• 
• 
• 
DISSATISFIED — Some ten days ago 
Delta county paid artist Andriacchi $325 
for the Judge Bell portrait. 
The 
county 
board’s claims and ac­ 
counts committee considered the portrait 
and the bill for $325 and was dissatisfied 
with both. The county was committed in 
the matter to the county Bar Associa­ 
tion, however, and the matter was left 
to the attorneys for decision. 
Payment 
to 
the artist was made only 
after an exchange of pleasantries between 
Mr. Andriacchi and Delta County Clerk 
Mary Constantineau. 
The artist telephoned the clerk’s office 
to ask when his check was to be received 
and the clerk told him there was some de­ 
lay. The claims and accounts committee, 
the artist was told, was “very dissatisfied” 
with the portrait. 
“Are they painters? 
How are they to 
judge?” the artist inquired. 
Mr. Andriacchi was referred to the Bar 
Association for further conversation. The 
cheek in payment was issued May 17. 
• 
• 
• 
TWO REACTIONS—We did not attend 
the unveiling of Judge Bell’s portrait at 
Menominee, but we have Jean Worth’s re­ 
port of its success: 
“The picture cost more than $300 and it 
was unanimously praised by persons at­ 
tending the ceremonies yesterday 
after­ 
noon in the county building.” 
The 
reception 
given the Andricehl 
portrait of Judge Bell at Escanaba was 
notable for the happy good humor 
of 
Judge Bell—but not for praise accorded 
the painting. 
The attorneys and others who pressed 
Judge Bell’s hand on that occasion were 
careful not to refer to the painting in his 
presence. Judge Bell did ask some of them 
if they had seen it, and at the unveiling 
ceremony he said: “I hope you will like 
it.” 
Out 
of 
deference to Judge Bell com­ 
ments in reaction to the portrait were not 
voiced in his presence. 
• 
* 
rn 
ACCEPT OR REJECT— It is obvious th® 
portrait now in the courthouse at Esca­ 
naba does not please the majority of thos® 
who see it. There was ample opportunity 
for the public to see the picture during th® 
month-long Norton will hearing. 
We heard not one voice raised in praise 
of it. Occasionally someone would refer to 
it doubtfully as lei the impressionistic or 
“modem ” school. 
Perhaps after many years the portrait 
may be accepted by the public, but H 
now appears doubtful that will happen. 
Those most outspoken in criticism ar® 
those who know Judge Bell, the portrait 
subject. These people reject it because, 
they say, it is not a good likeness of the 
judge. 
In our opinion the artist has not cap­ 
tured the warmth, the charm and dignity 
of Judge Bell. Perhaps it is too much to 
expect. 
• 
• 
* 
YOU BE THE JUDGE — And perhap® 
Mr. Andriacchi is right when he questions 
the local critics: Are they painters? And rf 
not, how are they to judge? 
On the oilier hand, 
the people know 
what they like. 
If you ask them why 
they like a certain picture they may not 
be able to tell you—not being artists— 
but their likes and dislikes are import­ 
ant nonetheless. 
Sometime when you are in the vicinity 
of the Delta county courthouse, take a run 
ous, but they do to them. Perhaps i up to the court room and view the portrait 
the clothes aren’t perfect, because 
most of them wear cut-down blue 
jumpers with the naval insignia 
covering the entire length ol their 
arms, but they’re warm. 
One 
crewman 
wrote his par­ 
ents, 
“ It 
must 
have been the 
guiding 
hand 
of 
Providence” 
which sent the repair crew to the 
island. From that day on, as the J 
St. Paul trained its guns on the | 
Communists 
ii also managed to J 
keep a paiental eye on Fusshi-T 


of Judge Bidi and older pictures of jurists 
who preceded him. You may never qualify 
as a critic but you can form an opinion. 


Take M y W ord 
For I t . . 
Frank Colby Jr.* 


WHATS THE ORIGIN? 


Troubles 
8y G ordon M a rtin 


When you sit at home and worry over where your dollars went, 
and you wonder how you’ll ever get the dough you need for rent, 
and you’ve got to dig up income tax and pay the grocer too, while 
another big installment on your car is coming due, then you think 
the world is plenty dark and start to tear your hair, until Sistei 
comes to see you and she climbs up in your chair. 
Now you thought you had some troubles that nobody else coulc. 
match, but you learn that Sister also has some awful wounds to patch 
She fell down and hurt her ankle, w'hieh was quite a dieadtul tate, 
and besides her marks so black and blue, she had to bu.-t a 
Rate. 
She would plead with you to fix it and another thing shed like, n 
for you to go and get your wrench and tighten up her bike. 
And another pressing problem is a m ovie she would see, and she 
needs some extra change because admission isn’t tree. 
As you listen t< 
which are making her so sad, then somehow it makes you realize yout own are not 
sn bad. So you face your many problems in a more courageous mood, and while Sislet 
I1! know it, she ha® earned your gratitude. 
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her trouble 


Peltier 


he furious fighting off Crete 
'T ne ship had immediately sent 
J ever IOO pounds of rice. And the 
The city’s Civil Service com- next morning, the ship’s whale- 
enas 
officially 
appointed boat, 
loaded 
with 
the 
sailors 
Kositzke, 
943 Stephenson j g»Its, landed on Fusshi-To. 
With 
cecum clerk in the office of the 
gifts 
came 
one of the St. 
comptroller. Ernest Peterson. 
j Paul’s doctors, Ll. (jg) Francis J. 
tone—Mrs. C 
B. Fitzpatrick will Linehan. He found one case of 
e Child’s Welfare club 
for 
the j Pneumonia 
among 
the orphans, 
acc es si v e year. The annual m e e t - many cases of malnutrition, some 
ie club and the last before summer i rickets and beriberi, 
layoff was held. 
In a short time, 
the 
orphans 
'w ere dressed in cut-down Navy 
dungarees, wrapped in pieces of 
I warm w o o l Navy b l a n k e t s , e a t i n g 
I a Navy meal, w a s h i n g w i t h Navy 
' oap, and laughing at Navy songs. 
* 
• 
• 
One 
of the crew 
found two 
t of tho Union League large containers of powdered milk 
sitting in a corner of tile orphan­ 
age. 
The supervisor 
was asked 
filing nominations three candi- why he hadn’t used them. He ex­ 
plained that they’d tried tile stuff 
over their rice, but it didn’t taste 
good. 
They decided 
it must be 
soap, but it didn t seem to clean 
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blowed in tile 
icon predeces- 
! War save one 
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die expiration of the 
ig nominations three candi­ 
d e race for the two mein- 
e P canaba board of eduea- 
Di 
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incumbents, and Alfred J. 


A cold spring is a severe test of 
m an s patience. 
The countryman 


r e s p e c t s learned scientists who can 
calculate 
the solstice to a split 
second. 
It is well that someone 
knows when astral bodies fall into 
line and the sun begins travelling 
one way or the other. 
With all 
due deference to those who under­ 
stand the complicated comings and 
goings in .stellar spaces, it is re­ 
sins tudiy 
suggested that Spring 
has little connection with man­ 
made graphs and charts. 
Spring 
is a matter of sun and rain, flow­ 
ers and south winds, a new green 
carpet woven on the fields and 
hillsides, warming soil, songs of 
returning birds and Hit1 elemental, 
heady fragrance of Earth itself. 
True spring frequently seems to 
arrive almost 
overnight. 
Some­ 
time.- 
it 
is 
a rough, wearying 
drawbridge 
that 
stretches 
from 
March, across April, through May 
and unto tin1 June threshold. But 
there always comes that wonder­ 
ful morning when the sun climbs 
into an ocean-blue sky, and you 
know 
the 
new 
.season is really 
here. 
You 
can always tell—be- 
anything. 
So they’d forgotten it. J cause June come*® singing. The 


I birds’ chorus is swelling toward 
| the 
fortissimo movement of Hie 
I Spring Symphony that is now ap­ 
proaching the grand climax. It is 
true that robins, bluebirds, pewees 
and song sparrows have been re­ 
hearsing through April and May. 
Their 
song.' 
are pleasant while 
man waits for tile sixth month to 
arrive. Now the warbler wave has 
reached 
the 
northland 
and 
through the day there are flashes 
of bright colors around the garden 
and in the shrubbery. 
The scarlet tanagers, redstarts, 
towhees, cardinals and grosbeaks 
are 
always 
welcome. 
Through 
days of sunny, warm hours, sweet 
music 
sounds 
from 
woodlands, 
pastures and fields. Even the* cy­ 
nical 
catbird, 
impeccable in his 
suit of blended grays, forgets his 
customary 
jeering 
and mimicry 
and sings a true melody 
Birds 
seem to rival each other in sing­ 
ing gay songs 
lit a short time tin' 
sea-on’s housekeeping duties will 


Q. How' cid the Sphinx get such an out­ 
landish name, and why is it the symbol (rf 
inscrutability?—N. B. M. 
A. Sphinx is from the Greek. Its literal 
meaning is “the strangler.” 
In 
Greek 
mythology, 
the Sphinx of 
Thebes was the daughter of Typhon and 
Echidna. She had a face and bust of a 
woman, the lect and tail of a lion, and th® 
wings of a bird. 
This awful creature dwelt on a rugged 
mountain near Lake Copias. 
The Muses 
taught her this riddle: What is it that goes 
on four feet in tho morning, two 
feet in 
tile afternoon, and three feet in the eve­ 
ning’.' 
Whenever 
a 
traveler to or from 
Thebes failed to guess the answer, 
th® 
Sphinx would throttle and devour him. 
The 
riddle 
remained unsolved until 
Oedipus gave the correct answer: “ Man, 
because an infant crawls on all fours, the 
adult walks upright on two legs, and the 
aged man walks supported by a stick.” Tile 
Sphinx became' enraged and threw herself 
| from the mountain. In gratitude, the peo- 
j pie of Thebes made Oedipus king of th® 
I city. 
The 
most 
famous statue is the Great 
I Sphinx at Giza, which guards the entrance 
, ol the Nile Valley. 
Incidentally, the word sphinx, so far as 
call. 
But these heartening days! I know,-—is the only one-syllable word 
iii 
when 
green 
lines 
are starting j English in which five consonant 
sound® 
above fresh, brown soil and wnite ! are heard: s, f, ng, k, and s, thus: sfingks. 
clouds leisurely wander the sky j 
■------------ 
trails, the heart knows. June a1-! 
Divorce olten is the result of a girl set- 
ways comes singing.—By Haydn | ting out to get a model husband and get- 
P**arson. 
j ting the w'rong model. 
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Season Seen 


Americans W ill 
Spend Billions 


TROUT LAKE, Mich.— More 
than 70 million Americans 
with 
between 12 and 15 billion dollars 
jingling in their pockets will va- 
oetion this year to set an all-time 
record in getting away from the 
“daily grind”, according to Phil 
DeGrail, manager 
of 
Phil De- 
Graff’s Lodges, Trout Lake. 
Basing his estimate on surveys 
taken by travel agencies and the 
American Hotel Association, the 
national body of organized 
inn­ 
keepers of which he is a member, 
Mr. DeGraff said summer tourist 
volume this year is 
expected to 
rise IO to 20 per cent above that 
for 1950. 
World jitters, equitable 
trans­ 
portation and 
hotel 
rates, 
and 
changing time-off habits 
which 
find more and more people enjoy­ 
ing the many benefits of spring, 
autumn and winter vacations are 
mainly responsible for the 
im­ 
proved situation, this resort host 
declared 
“The lure of selling new and far­ 
away places 
in 
this wonderful 
country of ours is a natural in­ 
clination among our citizens ... 
and it’s as American as apple-pie 
and as healthy, not only for mind, 
body and spirit, but for our na­ 
tional economy,” he stated. 
Stressing that the travel dollar 
benefits everyone within 
a wide 
radius of where it 
is spent, the 
manager of Phil DeGraff’s Lodges 
said careful study shows that the 
“butcher, 
the baker 
and 
the 
candlestick maker” 
and 
nearly 
everyone else shared in the ex­ 
penditures. 
“Only a relatively small propor­ 
tion of the tourist’s or convention 
delegate’s 
dollar goes to hotels 
and a large per cent 
of 
that 
money eventually finds its 
way 
into other local business coffers. 
Nearly every person in this 
and 
every other city and town is dir­ 
ectly or indirectly engaged in the 
travel industry.” 
DeGraff said this contention is 
shared by many experts on 
the 
subject with the result that more 
and more interested citizens 
are 
bending together to promote and 
tell 
the 
world 
about 
historic, 
scenic and industrial attractions 
of their home towns and regions. 
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THOSE IN 
UNIFORM 


Cpl. Wayne J. Derusha has re ­ 
ported for active duty at Davis- 
Monthan Air Force Base, Tucson, 
Arizona. 
Cpl. Derusha is the son of Mrs. 
Louis Derusha, 
1323 North 21st 
street, Escanaba. He has been as­ 
signed to the 4113 Squadron of 
the 43rd Air Base Group as a 
weapons mechanic. 
Davis-Monthan AFB is a 15th 
Air Force installation of the Stra­ 
tegic Air Command (SAC). 


Fishermen Have 
Varied Theories 
On Fishing Luck 
Conservation department geolo­ 
gists—as well as departm ent fish 
biologists—always can tell when 
the seasonal upswing in fishing 
fever occurs. 
Not a few persons with “fish­ 
ing barometers” are calling and 
writing for elevation above sea 
level fiures on lakes they plan to 
fish. Knowing the feet above sea 
level of a particular lake, the ang­ 
ler then can make the compen­ 
sating dial adjustment on the de­ 
vice so as to get an accurate read­ 
ing of atmospheric pressure. Qual­ 
ity of fishing is supposed to be 
indicated according to the pres­ 
sure reading. 
There is a popular theory among 
anglers that 
fishing 
is 
poorer 
when the barometer is falling. 
Fisheries research workers take 
a dim view of the idea of plan­ 
ning fishing trips on the basis of 
fluctuations of a barometer of any 
type or fishing calendar predic­ 
tions. The department’s institute 
for fisheries research, in all its in­ 
vestigation work so far, has been 
unable to substantiate good or 
bad fishing predictions based on 
changes in the barometer reading, 
or 
fishing 
calendar 
prophesies 
based on lunar cycles. 
If the willingness of fish to bite 
improves during changes in pres­ 
sure or when the calendar indi­ 
cates “good fishing,” it appears to 
be due to other factors. The fact 
that the pressure chahges or the 
calendar indicates good fishing is 
coincidental. 
Other factors which are known 
to have a bearing on fish biting— 
although how much also is still 
subject to further research—are 


Speech Contests 
Held At Chatham 
CHATHAM—First place in the 
8th grade oratorial speech 
was 
won by Carolyn 
Keskimaki and 
second place 
by Joan 
Vartti in 
the speech and declamation con­ 
test held in the study hall of Rock 
River township high school Tues­ 
day evening. May 22. 
First place in 
the 
8th grade 
dramatic speech went to Loretta 
Johnson and second to Joyce An­ 
derson. 
In the 9th and 10th grade ora­ 
torical declamation, a sophomore, 
Doris Beck, was first, and a fresh­ 
man, Shirley Ylinen, second. First 
in 
dramatic 
declamation 
was 
Juanita Nickel and second, 
De- 
lores Johnson. 
First awards were dictionaries 
presented by the boargl of educa­ 
tion. Second prizes were donat­ 
ed by Mrs. L. R. Barber. Judges 
were Mrs. John Hicks of Trenary 
and Mrs. Robert Hamel and Oscar 
Ruuska of Chatham. 
The complete program was: 
8th grade oratorical 
The Flag Speaks, Allen Ruuska 
Gettysburg 
Address, 
Carolyn 
Keskimaki 
Message to Garcia, Tom Moore 
Gettysburg Address, Joan Vart­ 
ti 
The Makers of the Flat, Walter 
Hakanen 
8th grade dramatic 
Seein’ Things, Joyce Anderson 
Little Orphan Annie, 
Jeanette 
Korkonen 
The Highwayman, Nancy 
Ma- 
tero 
Seein’ Things, Loretta Johnson 
9th and 10th grade oratorical 
The Big Parade, Doris Beck 
Give Us to See. Shirley Ylinen 
9*Ii and 10th grade dramatic 
Message 
from 
Khul'u, 
Jean 
Johnson 
Midshipman Easy, Berly Moore 
China Blue Eyes, Delores John­ 
son 
Exit the Big Bad Wolf, Eleanor 
Mannisto 
White Lilacs, Juanita Nickel 
Darlene Dhaene played a piano 
accordion solo. Whispering Hope 
and a group of high school girls 
sang two party songs, “The Rain­ 
bow”, 
Ira Wilson, 
and 
“Come 
Greet the Spring” by Arvid An­ 
derson. Refreshments were serv­ 
ed in the homemaking room fol­ 
lowing the program. 
Food 
was 


turnished by Carolyn Keskimaki, 
Jean Vartti, Nancy Matero, Lor­ 
etta Johnson, 
Carolyn 
Johnson, 
Beryl Moore, Jean Johnson, Nina 
Hallstrom, 
Irene 
Maki, 
Doris 
Beck, Joy Goodman, Helen Hall­ 
strom and Juanita Nickel. 
Mrs. 
Oscar Sandstrom was in 
charge 
and was assisted by Carolyn John­ 
son, Mary Lu Ruuska, Nina Hall­ 
strom, Betty Knaus, Shirley Wi- 
ifanen, Nancy Juntunen, Delores 
Niva, Irene 
Make and 
Mickey 
Malnar. 


Zhatf'CTi 


Perkins 


natural food supply, light Inten­ 
sity, water temperature and oxy­ 
gen content of the water. 


Junior-Senior Banquet 
CHATHAM—The 
annual ban­ 
quet sponsored by the junior class 
of Eben high school in honor of 
the graduating class was held in 
the Veterans’ gymnasium at Eben 
Wednesday evening. 
Grace was said by Ina Ruuska. 
The welcome was given by Bever­ 
ly Wester, junior class president, 
and a response by Harold Korpi, 
senior class president. Donne Ol­ 
son sang “Harbor Lights.” The 
speaker of the evening was Willi­ 
am 
Acker, 
superintendent 
of 
school, and toastmaster was Leslie 
Latvala, high school principal. 
Banquet arrangements were in 
charge of Mrs. Oscar Sandstrom 
and Mi’s. Victor Ruusi. Members of 
the sophomore class served. 
Members of the board of edu­ 
cation, faculty members and seni­ 
ors were guests. 
Cancer Drive 
Collections in the cancer fund 
drive in Chatham and the sur­ 
rounding farm area netted $95.00, 
it was announced today. Collec­ 
tions were made by Mrs. George 
Kallio, Mrs. Leslie Latvala, Mrs. 
John Seppi, Mrs. Emil Hendrick­ 
son, Mrs. Hugo Strand, Ivirs. Hil­ 
da Trelford, Mrs. John Ylinen and 
Mrs. Toinvo Kallio. 
Rock River Schools Closing 
Final examinations at the Rock 
River school started Friday, and 
will be concluded Monday. The 
schools will close Tuesday, May 
29. 


Perkins Wins ' 
PERKINS—Perkins high school 
defeated Rock Tuesday evening, 
25-14, on the Perkins diamond. 
Personals 
Mr. and Mrs. Adelore LaCasse 
and John Maston visited over the 
weekend in Sault Ste. Marie with 
Mr. and Mrs. John Maston, sr. 
Mr 
and Mrs. Kenrh Krouth, 
former residents of Perkins and 
Mr. and Mrs. J. Gibson of Green 
Bay spent the weekend with the 
William Krouth, sr., Mrs. Rose 
Vandermus and Fred Kroth fami­ 
lies. 
Mr. and Mrs. William Brakhard 
and Mr. and Mrs. Fred Tedge of 
Green Bay visited recently with 
Mr. and Mrs. Edwin Sealander. 
Mr. and Mrs. Elmer Peterson 
and children of Gladstone, former 
residents of Perkins 
spent 
the 
weekend at their residence here 
and entertained a group of frinds 
Saturday afternoon. They includ­ 
ed Mrs. Lawrence Wils and four 
children of Gladstone, Mrs. Nor­ 
man Aasen and 
daughter 
Judy. 
Mrs. Ida Hagan and Mrs. Andrew 
Satterstrom. 


NOTICE 


Our regular auction 
will not take place on 
Wednesday. Instead, 
it will be 


Thursday, May 31 


Cloverland 
Livestock 
Auction, Inc. 
Phone 3102 


WISCONSIN CENTRAL AIRLINES 


We Have Appointed 
ARNE I. JUNTUNEN 


412 S. 16th St. 
Escanaba, Michigan 


As our representative for the E scanaba, Gladstone 
an d Bark River areas. Mr. Juntunen is willing and ready 
to render prompt, efficient service and you are cordially 
invited to consult him on your insurance needs. 
O ver ONE A N D ONE-HALF MILLION DOLLARS paid in 


losses and dividends to the policyholders since organiza­ 
tion, 1904. By talking to Mr. Juntunen you will learn how 
you too can save m oney on your insurance without sacrific­ 
ing safety. 
Fire Insurance Co. 
Farmers & Merchants Mutual 


Calumet 
Progressive, Financially Sound 
Michigan 


Fly All the Way to 
DETROIT, MUSKEGON, 
GRAND RAPIDS, LANSING 
vt* Wisconsin Central Airlines and connecting airlines at 
Milwaukee and Chicago 
Dally Flight— Northbound 


DELUXE 
DC-3 


AIRLINER 
SERVICE 


AIRLINE 
R«fte«VATIONS 
ON ALL 
AIRLINES 


IS,SNN 


STORKS HOURS 
DAILY 9:30 - 5:30 
FRIDAY 9:30 - 9:00 


CATALOG DEPT. PHONE 2089 
IN BASEMENT 


CATALOG DEPARTMENT 


ll 


•£ 


Shop Wards catalogs for your summer and vacation needs 


Do you know how much our Catalogs offer you? Shop 


them when you’re in our store and discover the most 


varied assortment in town. See everything from 


camping equipment and rowboats to binoculars and 


cameras, fashions for sports or dress-up. W e il be 


glad to help you choose any special items you have 


inmind,and w e’ll handlealltheorder-writing detailsfor 


you. Enjoy our Library Service, too— borrow any one 


of our Catalogs for as long as you need it to make your 


selections at home. 


Northern Motors Tire 


6.00x16 SIZE 
TIRES 


U R U D ID WITH HIW GOOD/^VEAR 
TREADS 


• Same tread design as 
new Goodyear tires 


• Same tread rubber as 
new Goodyear tires 


• Same tread depth as 
Goodyear tires 


Don't miss this chance to save 
m oney on tires. These new 
G ood year tread tires have 
sturdy casings which we've 
checked and double checked 
for soundness and safety. If 
we don't have your size tire 
in stock we can retread your 
present tires in short order. 
Stop in today. 
New! 
New! 


First Line 
TIRE 
6.00 x 16 
14 
$ 
.95 


pius tax 


Guaranteed! 
Free Installation! 
USED TIRES 
All Sizes 


Thousands of Miles of Service at a Bargain! 
sn.oo 
end up 


TERMS AS LOW AS $1.25 A WEEK 
ON OUR EASY PAY PLAN 
Northern Motor Co. 
J 
Satisfaction Guaranteed 
Your Friendly Ford Dealer 


MCK SR 
T H E 
E S C A N A B A 
( M I C K . ) 
D A I L Y 
P R E S S 
MONDAY, MAY 28,1951 
Electronic Guns 


Hit U. S. Planes 


Enemy Ground Fire 
Accurate In Korea 


By ELTON C. FAY 
W ASHINGTON — (ZP) — Mod­ 
ern, electronically-aim ed an tiair­ 
craft guns—and not the spectac­ 
ular Russian designed MIG 15 jet 
fighters—are taking the heaviest 
kill of A m erican planes 
in 
the 
Moreau w ar. 
Of the m ore than 200 U. S. air 
■ force planes lost to enemy action 
hi l l m onths of war, the great 
m ajority has been downed by fire 
from 
the 
ground — everything 
ranging from rifle 
fire to heavy 
flak. Because the air force guards 
such details, the proportion of air­ 
craft lost to flak and to enem y 
planes m ay not be stated. 
Bombers Shot Down 
The Reds’ ground gunners, us­ 
ing radar-directed weapons, have 
hit B-29 bom bers at altitudes w ell 
above 20,000 feet in air raids d u r­ 
ing recent weeks. 
This radar equipment, like the 
planes the 
Chinese 
and 
North 
Korean forces use, is presum ed of 
Russian m anufacture and much of 
it probably was copied from 
the 
substantial 
am ounts 
of 
radar 
equipm ent given the Soviets by 
the U. S. and Britain during the 
World W ar II, 
when 
the 
three 
were Allies. 
The quality of Communist an ­ 
tiaircraft w ork raises a question, 
like th at involving the enemy je t 
fighter planes, about who oper­ 
ates the 
radar-controlled 
guns. 
Highly 
skilled 
technicians, 
not 
usually found among the peasant 
soldiers of Asia, are needed to op­ 
erate 
and 
keep 
radar 
aiming 
equipm ent in repair. 
Airfields Guarded 
Inform ation reaching here in ­ 
dicates th at 
radardirected 
flak 
batteries are not merely isolated 
affairs, spotted around at strate­ 
gic points. One North Korean ta r­ 
get city, which air force bombers 
visit frequently, has several score 
such batteries ringing 
the 
city. 
Similar, 
although 
presum ably 
weaker, defenses 
are 
found 
at 
North K orean airfields which the 
enemy is attem pting to keep in 
operation, although they are u n ­ 
der alm ost daily attack by United 
Nations planes. 
Moreover, there is belief that 
the big 
Com m unist 
China 
air­ 
fields 
in 
M anchuria—and else­ 
where in China—have the same 
modern flak protection. 
It is at 
those fields that the potentially 
dangerous Chinese 
Red air force 
is based—the MIGS which m ake 
their brief, testing sorties near the 
Yalu river and presum ably two- 
engined bombers capable of h it­ 
ting U. N. positions anyw here in 
South Korea or even in Japan. 


GRADUATES AT P f NECHE ST—Four patients of Pinecrest sanator­ 
ium at Powers will receive their high school diplomas from William 
Sharon, superintendent of the Pow ers-Spalding township schools, at 
commencement exercises to be held at the sanatorium Monday after­ 
noon, May 26. Left to right are: Joanne Pizzala, 18, Fayette; Joanne 
North, 18, N ew berry; Patsy Polm ateer, 19. of 223 North 14th street, 
Escanaba; and Nancy Pretto, 18, Crystal Falls. 


A tulip craze swept western Eu­ 
rope in the 1630’s and one prize 
flower won an aw ard 
of 
about 
$60,000. 


NEW YORK STOCK LIST 
(Noon Quotations) 


American Can .......... . 
Am Tel &. T el................ 
Anaconda C opper........ 
Armour & Co................ . 
Baltimore & Ohio ... 
Bethlehem Steel 
Bohn Alum inum ........ 
B rig g s 
M i g ......................... 
Budd Co. 
............ 
Burr Add. M.................. 
Calumet & H ecla........ 
Canada Dry 
........ 
Canadian 
P a ciiic........ 
Case J 
!. 
............ 


154.50 
41.00 
10.00 
19.75 
51 50 
35.00 
33 25 
16.25 
IT 12 
9 50 
12.25 
24.00 
Bl 50 
d ie s & Ohio .................................... 
30.87 
Chrysler 
.......... 
Continental Can ... 
Continental Motors 
Curtiss W right 
----- 
Detroit Edison ........ 
Dow Chemical ........ 
Du Pont 
.......... 
Eastman Kodak ... 
El Auto Lite 
........ 
Erie RR 
............ 
Ex-Cello-O 
........... 
Freeport S u i............... 
General Electric ... 
General Foods 
. . . . 
General Motors . . . . 
G illette 
.......... 
Goodrich 
................. 
Goodyear 
............. 
Cr Nor Rv Pf 
. . . . 
Houd Hersh 
. . . . 
Hudson Motors . . . . 
Illinois Central 
. .. 
Inland Steel 
___ 
Inspiration 
C o rp .... 
Interlake Ii 
.. . 
Int 
Harvester ........ 
Iii 
Nickel 
........ 
Int Tel 
& T ri........... 
Johns M anville . . . . 
Kelsey Hay A ........ 
Kennecott 
............. 
Kresge Co 
............. 
Kioeger Co 
.......... 
Lib O F Glass 
.. . 
Liggett & Myers 
Mack Trucks 
Montgomery Ward 
Motor Pd 
Motor Wheel 
........ 
Mueller Brass 
. . . . 
Murray Cp 
Nash K elvinator 
National Biscuit 
National Dairy Pd 
National Pw & Lt 
New York Central . 
Northern 
Pacific 
. 
Packard Motor 
. . . 
Park* 
Davis 
........ .. 
Penney J C 
. . . . . . 
Penn RR 
........... 
Phelps Dodge ........... 
Phillips Pet 
............ 
Pure Oil 
............. 
Radio Cp 
............. 
Radio Ko 
Remington Rand ... 
R io Motors 
. . . . 
Republic Steel 
. . . . 
Reynolds Toh............. 
Sears Roebuck ........ 
Shell Oil 
........... 
Socony Vac 
.......... 
Southern Pacific ... 
Southern Rv 
. .. 
■Standard 
Brands 
. 
St a G A E 4 Pf 
Standard Oil Cal 
Standard Oil Iud 
Standard Oil N J . . , 
Texas Co 
Tlinkin Del Ax ........ 
Union ('allude 
. . . . . 
Onion Pacific 
........ 
United Aircraft . . . . . 
It S Rubber 
. . . . . 
ll S Smelting Pf . .. . 
ll S Steel 


ii.37 
36.62 
8.25 
10.12 
21.87 
90.62 
94 OO 
43.25 
49.25 
20.12 


................ 
52 87 
................ 
43 25 
................ 
48 87 
................ 
27(H) 
................ 
52.62 
................ 
78 37 
................... 
49.00 


16.(Kl 
................ 
58 75 
................. 
59.25 
................ 
22 50 
................ 
17 12 
................ 
32 50 
................ 
33 25 
................. 
1562 
................ 
53.37 
................ 
30.50 
................ 
73.37 
................ 
37.75 
................ 
35.50 
................ 
32 62 
................ 
69.75 
................ 
16 50 
. . . . . ___ 
69.50 
................ 
28. (Hi 


18 87 


................ 
19.50 
.............. 
32 00 
................ 
45(H) 
............... 
25 
................ 
18(H) 
................ 
39.12 
.................... 
5.00 
.............. 
55 12 
.............. 
67 25 
............... 
19.25 
.............. 
64 75 
.............. 
8150 


!!’.!!!!! 
i s 75 


18 37 
............... 
19.37 
.............. 
4125 


ii!!!!;; 
53 62 
.............. 
55 75 
.............. 
28 75 
.............. 
64 12 
............... 
5150 
.............. 
22 75 
............... 
70.37 
. . . . 
44 25 
.............. 
62 75 
.............. 109 50 
............... 
90 00 
.............. 
23(H) 
............... 
57.37 
.............. 102.25 
.............. 
31 (HI 
.............. 
62 50 


! ! ! ! “!!! 
4112 
W * Kl Union T el.................................. 
37 25 
Woolworth 
............... 
4 4 (H) 
Zenith Radio .................................... 
*5 75 


Michigan Budget 
And Deficit Hit 
Record High Mark 


(Continued from Page One' 


OOO more than this year and $30,- 
000,000 beyond expected revenues 
for the year—but experts said it 
provided for no expansion of state 
services. 
Education Gets Boost 
All it did, they said, was cover 
cost-of-living pay raises and price 
rises for the goods and supplies 
needed to run state governm ent at 
its present level for another year 
Education got the biggest 
in­ 
crease, $10,000,000, and that was 
mostly the $6,500,000 
grant 
for 
teachers’ retirem ent which 
was 
taken out of the general fund for 
the first tim e since the sales tax 
diversion am endm ent passed. The 
m ental hospitals got the next big­ 
gest boost, about $2,000,000. 
Printing delays are expected to 
slow the rush of the final day bills 
to Governor W illiam s’ desk, but 
he m ust be m aking up his mind on 
them. 
Included is the 
restoration 
of 
the one-man grand jury 
system, 
plentifully 
hedged 
with 
pro­ 
visions intended to 
protect 
w it­ 
nesses’ constitutional rights, 
but 
retaining the stiff im m unity sec­ 
tion which advocates desired. 
The lawm akers dug down for 
$15,500,000 for 
construction 
at 
state institutions, most of its to 
complete or continue projects al­ 
ready started. T hat was $2,000,000 
more than this year. Wayne Uni­ 
versity got $1,000,000 to 
start 
a 
new medical center. 
Ice Rink Rejected 
The legislature rejected the ex­ 
penditure of $750,000 for a state 
highway departm ent office build­ 
ing, $5,900 to plan an ice rink at 
the Michigan College of Mining 
and Technology. It 
refused 
to 
boost earlier grants to $410,000 to 
cover bids for the construction of 
a new W estern Michigan health 
laboratory at G rand Rapids. 
Institutional 
operating 
grants 
allowed included: 
Michigan College of Mining and 
Technology, 
$1,225,578; 
Sault 
Branch. $306,922; Central Michi­ 
gan college, $1,391,626; Michigan 
State Normal, $1,567,717; N orth­ 
ern Michigan college, $653,433; 
W estern Michigan college, $2,- 
131,681; Ferris Institute, $487,774; 
blind school, $422,568; deaf school, 
$792,135; 
University of Michigan, 
$14,- 
845,000; Michigan 
State 
college, 
$11,929,370; 
Pinecrest sanatorium , $237,114; 
Gaylord 
sanatorium , 
$386,782; 
Copper Country sanatorium , $141,- 
050; new nursery facilities at Cold­ 
w ater state home, $87,550; 
new 
child guidance clinics at Petoskey 
and Battle Creek, $24,380; 
Caro state hospital, $1,893,000; 
Coldwater state home, $1,731,902; 
Ionia state 
hospital, 
$1,117,768; 


Kalamazoo state hospital. $3,520,- 
800; Lapeer state home, $3,852,726; 
Mt. Pleasant state home, $709,948; 
Newberry state hospital, $ 1,836.- 
327; 
Northville 
state 
hospital, 
$500,000; 
Pontiac state hospital, 
$3,272,759; Traverse 
City 
state 
hospital, $2,961,000; Ypsilanti state 
hospital, $3,797,000; Eloise, $5,031,- 
512; W ayne county training school, 
$696,640; 
Boys vocational school, $910,- 
777; G irls’ training school. $562,- 
838; children’s institute. $852,884; 
Saginaw blind institute, $108,406; 
Michigan 
V eterans’ 
facility, 
$837,310; Otter Lake Billet, $125,- 
000; 
M arquette branch prison, $1,- 
208,860; Ionia reform atory, $1,- 
363,878; Southern Michigan pris­ 
on, 
$2,371,215; 
Cassidy 
Lake 
camp $202,043; conservation-pris- 
on camps, $203,000; 
Veterans’ 
vocational 
school, 
$•25,587. 
Remodeling and repair building 
grants included: 
Remodeling and repair 
build­ 
ing grants included: 
Remodel state office 
building, 
$2,921,000; University of Michigan, 
$3,000,000 
for 
literary 
college 
building 
and 
out-patient clinic; 
Michigan State college, $1,119,100 
for veterinary science 
building, 
plan anim al husbandry 
building 
and plan seed storage building. 
W ayne 
university, 
$1,000,000, 
medical building; Ferris Institute, 
$310,000; equip lab and complete 
ciaes-ad-ministration building. 


Chicago Prices 


C H IC A G O B U T T E R 
CHICAGO— 
Butter, 
steady: 
re 
eeipts 
(two days I 
799,698; 
wholesale 
selling prices unchanged: 93 score AA, 
70 35; 92 A. 69 5; 90 B. 67 25; 89 C, 66 75; 
cars: 90 B. 68.25; 89 C, 67 75. 


C H IC A G O EGGS 
CHICAGO 
(A*)— Eggs, s t e a d y ; re­ 
ceipts (two days) 23,053; wholesale sell­ 
ing prices unchanged; U. S. extras, 47 
to 48; U. S. mediums, 43 to 44; U. S. 
standards, 42.5; current receipts, 40.5; 
dirties, 40; checks, 39. 


Borden Co. 
.. 
I ton tent ake 
Mead Corp. 
Sinclair Oil 
AiiMcon W Mc C 
(’mnpbell 
Deere Co. 
Federal Mogul 


47 OO 
35 75 
24 12 
37 25 


60.50 
WTS 


C H IC A G O P O T A T O E S 
CHICAGO— (/Pl— (LSDA I 
Potatoes: 
Arrivals 327. on track 280; total U. S. 
shipm ents, Friday 867, Saturday 489, 
and Sunday eight; supplies moderate; 
demand good; m arket steady on best 
w hites, weaker on reds; Alabama tri­ 
umphs, $3 30 to $4.00: California long 
whites. $4 OO to $4 65, triumphs. $4 25 to 
$4.75, Idaho russets, $3.15 to $4 00. 


C H IC A G O L IV E S T O C K 
CHICAGO- i/Pi—(US DA ( - S a l a b l e 


I hogs IO,(HH); m arket opened moderately 
active, steady to IO cents higher; later 
trade and close active, mostly IO to 15 
cents higher on butchers; sows steady 
to 
25 
cents 
higher; 
top 
$22. WI 
for 
around one load; practical top $21.85; 
most 190 to 260 lbs. $2150 to $2185; 
heavier weights very scarce: few 270 
to 300 lbs $2100 to $2150; around 325 
lb 
w eights $20.50; odd lots ISO to 180 
lbs. $19.50 to $2150; sows under 450 
lbs $18.50 to $19.75; few lightweights as 
high as $20.25; most 450 to 600 lb. sows 
$17 50 to $18 75; good clearance. 
.Salable cattle 
12.000; salable calves 
400; steers and heifers moderately ac­ 
tive, steady to strong; cows steady; 
bulls steady to weak; vealers steady; 
choice and prime fed steers $35 75 to 
$39 50; at least 20 loads prime 1,075 to 
] 350 lb 
weights $39 OO to $39.50; most 
good 
to 
low -choice 
steers 
$33 00 to 
$35 50; 
utility and commercial 
kinds 
$28 50 to $32 50; prime 950 lh 
heifers 
$38 00; bulks good and choice heifers 
$33 00 to $36 50; utility and commercial 
cow s $21 50 to $30.50; canners and cut­ 
ters $2000 to $24 50; utility and com ­ 
m ercial bulls $28.00 to $32 50; good to 
prime vealers $35 OO to $38.00; most cull 
to com m ercial vealers $25.00 to $34.00. 
Salable sheep 1.000; all classes active. 
fully steady; several small lots choice 
to prime native spring lambs $37 50. 
the 
top; 
approxim ately 
two 
loads 
choice to prime 102-116 lb. No 
I and 
No 2 led lambs $33 50 to big packers; 
shorn ew es $15.50 to $18 50; clearance 
good. 


MAJOR BILLS PASSED 
LANSING—(ZP)—The m ajor ac­ 
complishments of the 66th Mich­ 
igan legislature which adjourned 
Saturday were passage of bills to: 
A ppropriate. a record $306,500,- 
000 budget for next year. 
Restore the one-m an grand jury 
system 
Provide $69,000,000 
for 
school 
aid, $11,000,000 over this year. 
A ppropriate $1,900,000 for civil 
defense 
Levy a 1.5 cent increase in gas­ 
oline taxes and boost commercial 
w eight taxes $4,500,000 a year to 
finance the good roads federation 
program of highway im provem ent. 
Increase 
unem ploym ent 
com­ 
pensation benefits $3 weekly. 
Provide a pension 
system 
for 
suprem e, circuit, 
recorders 
and 
superior court judges. 
Provide up to life sentences for 
subversion. 
Appropriate $12,500,000 out of a 
$65,000,000 bond issue 
for 
con­ 
struction 
and 
enlargem ent 
of 
m ental hospitals. 
Increase liquor license fees and 
revise liquor laws. 
Provide for a $500 death benefit 
to the survivors of service per­ 
sonnel who die in service during 
the Korean war and perm it Kor­ 
ean veterans to receive benefits 
from 
the 
$50,000,000 
veterans 
trust fund. 
Early Prim ary Adopted 
Set the biennial prim ary elec­ 
tion for the third Tuesday in June 
instead of in September. 
Discourage welfare “chiseling ’ 
by 
requiring 
county 
welfare 
boards to adopt uniform regula­ 
tions and making olher reforms. 
Stiffen penalties for dope ped­ 
dling. 
Killed by the legislature 
were 
proposals to: 
Provide capital punishm ent for 
first degree murder. 
Levy taxes on corporation pro­ 
f its , private used car 
sales 
and 
machinery used in industrial pro­ 
cessing. 
Give the conservation commis­ 
sion discretionary power over the 
deer 
herd 
and 
permission 
to 
charge admission to state parks. 
Raise old age benefits from $60 
to $70 a month. 
Require sem i-annual safety in­ 
spections of motor vehicles. 
Abolish the liquor control com­ 
mission 
Require a 
popular 
vote 
on 
calling a constitutional 
conven­ 
tion. 
Require registration 
o f 
Com­ 
munists and ban the party from 
the ballot. 
Set up a fair em ploym ent prac­ 
tices commission. 
Replace coroners 
with 
county 
medical examiners. 


Stolen Safe Caught 
By Fishing Trooper 


NORWICH, N 
Y 
bpi —The 
fish wouldn’t bite 
when 
State 
Trooper Louis Freer tried angling 
on his day off. But, he caught a 
stolen safe. 
F reer’s line snagged the safe ! 
yesterday in Unadilla river. 
Norwich police said it had been j 
stolen from a gasoline station last , 


Field Cleared 
For Color TV 


High Court Upholds 
CBS Plan Approval 
W ASHINGTON — (ZP) — The 
suprem e court today cleared the 
way for color television to invade 
the black and white field. 
The high tribunal upheld F ed­ 
eral Communications Commission 
approval of Columbia B roadcast­ 
ing System ’s highly controversial 
color TV plan. 
Justice Black delivered the 8-1 
opinion, rejecting an appeal by 
the Radio Corporation of A m er­ 
ica. RCA’s competing TV color 
system was turned down by the 
FCC w hen it approved the CBS 
plan. 
RCA charged 
the 
FCC 
had 
abused its discretion and was a r- 
bitary and capricious m giving 
its OK to CBS. 
RCA’s appeal stressed that CBS 
color 
is 
“incom patible” 
w ith 
present TV receiving 
sets. 
T hat 
means 
today’s 
sets cannot 
get 
Columbia color telecasts — even 
in black and w hite—w ithout in ­ 
stalling additional equipment. An 
adapter to get a black and w hite 
picture has been estimated to cost 
$50. A converter to get CBS color 
on today’s sets has been estim ated 
to cost $100. 
RCA color telecasts would show 
in black and white 
on 
present 
sets. 
But 
governm ent 
law yers 
told the suprem e court no receiv­ 
er now in use could ever get RCA 
color pictures. 


Racketeer Adonis 
Sentenced To Prison 
And Fined $15,000 


HACKENSACK, N. J.—<£>)—Big 
shot racketeer Joe Adonis was 
sentenced to two to three years in 
state prison and fined $15,000 to­ 
day for Violating 
New 
Jersey 
gambling laws. 
It was the first jail sentence ev­ 
er imposed on 
the 
49-year-old 
Adonis, who was named by the 
Senate crime committee as one of 
the nation’s most notorious gam b­ 
lers. 
Superior Court Judge J. W allace 
Leyden, who imposed sentence, al­ 
so suspended an additional five- 
year prison term . 
Receiving 
similar 
sentences 
w ere three New Jersey associates 
of the dapper, Brooklyn-born un­ 
derworld figure: Salvatore (Solly 
Moore) M oretti, 46. of Dem arest; 
Jam es Piggy Lynch, 46, of P ali­ 
sades Park, and A rthur Longan- 
do. 46, of Englewood. 
A 
fifth 
defendant, 
Anthony 
Guarini, 
58. 
of 
Hasbrouck 
Heights, already serving a one to 
three year prison term on a gam ­ 
bling conviction, received an ad­ 
ditional one-to-three 
year 
sen­ 
tence and a fine of $15,000. 


Civil Defense Chief 
Says Congress Has No 
Worthwhile Program 


W ASHINGTON — (ZP) — The 
$31,750,000 
Congress 
voted 
for 
civil defense “completely fails to 
provide for any w orthw hile pro­ 
gram ,” according to civil defense 
adm inistrator M illard Caldwell. 
However, Caldwell added in a 
letter to Gov. Frank J. Lausche of 
Ohio that he had “faith” Congress 
would take. further 
action 
“in 
tim e.” 
Caldwell wrote Lausche S atu r­ 
day in response to the governor’s 
request for an analysis of the civil 
defense program in term s of the 
appropriation. 
The adm inistrator 
had asked Congress for $403,000,- 
000. This was slashed to $31,750,- 
000. 


Forest Fire Roars 
Nearer Mining Town 
Of Timmins, Ontario 


TORONTO —KA*)- Still out 
of 
I control, a gigantic 
forest 
fire 
| reared closer to the northern On- 
j tai io mining town of Timmins to- 
; day. Already ii had covered more 
I than 50,000 acres of birch, pine 
and dead timber. 
'I’he blaze, reported 
late 
last 
night only 35 miles south of the 
mining center, was one of eight 
still out of control 
in 
Ontario. 
Weary 
forest 
men 
yesterday 
clu cked three more of the 50 fires 
reported in the province. 
Between 700 and 800 men last 
night battled the fire endangering 
Timmins, a city of 29,000. Contin­ 
uing dry and windy 
conditions 
kept up the threat to the city. 


H o s o ita l 
John King, son of Mr. and Mrs. 
George King, Gladstone Route I, 
ii- a surgical patient 
at the 
St. 
Francis hospital. He was operat­ 
ed on today for appendicitis. 


MOHAMMED’S MUSINGS 
The Koran consists of the words 
of Mohammed. The prophet him ­ 
self never wrote down his revela­ 
tions: he only recited from m em ­ 
ory. Aftei his death, in 635, A bu- 
Bekr collected atid published arti­ 
cles on these revelations in the 
form of what now is called the 
Koran. 


January. 
Papers and ail undisclosed am ­ 
ount of jew elry were found in the 
safe. However, about 
$1,000 
in 
cash w as missing, police added. 


Memorial Day 
Services At Bark 
River Cemetery 


BARK RIVER—Memorial Day 
services will be held Wednesday 
afternoon at 2:15 p. 
rn. 
at 
the 
Bark River cemetery. The ser­ 
vices will be conducted 
by 
the 
Cloverland Post of Escanaba. 
A ttorney W heaton Strom of Es­ 
canaba will give an address. 
It is requested that the Legion­ 
naires and ex-service men assem­ 
ble at the First M ethodist c h u r c h 
at 2 o’clock. They will march from 
there to the 
cem etery for 
the 
M emorial rites. 


Auttralia Mourns 
For Field Marshal 
Sir Thomas Blarney 


SYDNEY, A ustrali a—A mou rn- 
SYDNEY, A ustralia — (ZP) — A 
m ourning A ustralia today readied 
a state funeral for Field M arshal 
Sir Thomase Blarney, first A us­ 
tralian to attain that top British 
m ilitary rank. 
Blarney was the country’s fore­ 
most m ilitary hero, 
com mander- 
in-chief of Allied land forces u n ­ 
der Gen. Douglas M acArthur 
in 
W orld W ar II. He died in Heidel­ 
berg m ilitary hospital, Melbourne, 
yesterday after almost a year of 
illness. He was 67. 
The funeral, w ith full m ilitary 
honors, 
will take place Wednes­ 
day afternoon. 
Blarney became a brigadier in 
W orld W ar I at the age of 34 and 
served as chief of staff to Gen. 
Sir John Monash during the Al­ 
lied victory push in 1918. He was 
knighted in 1935. 
During World W ar II he was 
deputy com m ander in chief of Al­ 
lied forces in the M iddle East u n ­ 
der Field M arshal Earl 
Wavell 
and later gained renown for his 
“m op-up” operations during the 
island 
hopping 
campaign 
that 
cleaned the Japanese 
from 
the 
Southwest Pacific. 
He received his m arshal's baton 
last year in a wheel chair, 
just 
after becoming seriously ill with 
pneumonia. 


Frederic Dumaine, 85, 
Noted New England 
Financial Baron Dies 


GROTON, Mass.—(ZP)—Frederic 
G. Dumaine, head of the New H a­ 
ven Railroad and Yankee finan­ 
cier whose shrewed and bold busi­ 
ness moves m ade him a m ultim il­ 
lionaire, died yesterday at the age 
of 85. 
Despite his years he had come 
into business in his Boston office 
three days a week. He smoked a 
pocketfull of cigars daily and for 
years had gone horseback riding 
before beginning his business day. 
He was a noted New England 
financila baron for 50 years, and 
over and over again a target for 
criticism which charged that he 
he rebuilt a business only to have 
it collapse after his interest was 
withdrawn. 
Perhaps his greatest coup came 
three years ago when he was 82— 
taking over control of the half­ 
billion dollar New York New Ha­ 
ven and H artford railroad. 
Financial sources said Dumaine 
headed a group which bought con­ 
trol of the road’s 450,000 shares of 
voting stock and did it so quiet­ 
ly that the old owners didn’t real­ 
ize that they w ere no longer the 
owners. 


Week End Accidents 
Kill 13 In Michigan; 
Scalds Fatal To Baby 


(B y T h e A sso c ia te d Press) 
At least 13 persons were killed, 
JI 
of them 
in 
traffic, 
during 
M ichigan’s 
before-M emoi ial-Day 
weekend. 
The 
traffic 
victims 
included 
three 
young 
people 
returning 
from a dance near Greenville. 
A 
51-year-old 
Detroit 
man 
drowned in Grass lake near Mil­ 
ford and 
a 
Detroit 
baby 
was 
scalded to death when she pulled 
a pan of hot 
w ater 
from 
the 
stove in her home. 
The Toddler was 
Janice 
Wil­ 
loughby, 18 
months. 
She 
was 
burned Saturday and 
died 
the 
following day. 
John Jenkinson drowned when 
he overloaded the boat he had 
made from 
airplane 
pontoons. 
The boat was designed for 
one 
person but Jenkinson tried Sun­ 
day to take two passengers to an 
island in the lake. The craft went 
down and the passengers swam to 
shore, 
but 
Jenkinson 
couldn’t 
make it. 


Smelt Are Shipped 


To Louisiana 


IN KOREA—Pfc. Stanley Benoit, 
son 
of 
Mr. 
and 
Mrs. 
Ernest 
Benoit, 830 North 19th street, is 
with the 8th Com bat Engineers in 
Korea. After induction in Octo­ 
ber, 
1950, he w as stationed at 
Camp A tterbury, Ind., for basic 
training and received his over­ 
seas assignment from Fort Law­ 
ton, Wash. 
Lovett Branded 
Bad Influence 


Lansing Lobbyist And 
Speaker Knox Tangle 
LANSING —(ZP)— Speaker of 
the House Victor A. Knox (R- 
Sault Ste. M arie) today accused 
John 
Lovett, executive director 
of the 
Michigan 
m anufacturers 
association, of exercising a “bale­ 
ful influence” to frustrate the leg­ 
islature, damage 
the 
Republican 
party and defeat the best intesests 
of the people. 
Knox, in a blistering statem ent, 
said “the legislature is being trus­ 
sed and bound by a strait-jacket 
which perils local sovereignty. 
“This strait-jacket 
belongs 
to 
the chieftain on th e big business 
pressure groups which has clut­ 
tered legislative halls with such 
confusion that the men and wo­ 
men in this legislature can barely 
carry out their responsibilities of 
office.” 
Knox and 
Lovett, 
sometimes 
called the king of the legislative 
lobbyists, reportedly came to an 
open break during the recent leg­ 
islative session over K nox’s es­ 
pousal of governor W illiam’s cor­ 
poration profits tax. 
Legislative 
gossip 
said 
that 
Lovett promised K nox defeat at 
the polls. 


Communist-Inspired 
Peace Pushers Told 
To W rite To Moscow 


UNITED NATIONS, N. Y.—(ZP) 
—W arren R. Austin, U. S. delegate 
to the United Nations, thinks spon­ 
sors of Com m unist-inspired peace 
appeals should address them to 
Moscow and Peiping—not to the 
United Nations. 
Answering a bid from Frederic 
Joliot-Curie, French atom scien­ 
tist and Communist leader, to sup­ 
port appearance of a delegation 
from the 
Communist-dominated 
world peace council before the U. 
N., Austin said: 
“If your delegation honestly de­ 
sires to make a 
contribution 
to 
peace, I suggest that it visit Mos­ 
cow aud urge the Soviet ruling 
circle to abide by the 
(U. 
N.) 
charter and the other international 
agreem ents to which it is pledged. 
“Your delegation 
could 
then 
j proceed to Peiping and urge the 
i ruling circle there to end the ag- 
i gression in Korea, withdraw its 
! forces and let the Korean people 
organize the independent, unified 
and democratic nation the U. N. 
seeks for them .” 
A ustin’s letter was made public 
yesterday. 


MENOMINEE, 
Mich. — Fred 
Klaus of the Dormer Fish com­ 
pany shipped IOO pounds of smelt 
to Clarence Kunick, superintend­ 
ent of the Gaylor Container divi­ 
sion of the Bogalusa, 
Louisiana, j 
bag factory, for a southern smelt ; Florida 
fry. 
Kunick. formerly of M arinette, 
and his wife, the form er Lucille 
Motto, daughter of the late Au­ 
gust Motto of Menominee, were 
host earlier this month at a smelt 
fry for company officials. At that 
time 35 pounds of smelt 
were 
fried by Mr. and Mis. Kunick and 
the smelt made such a hit that 
Kunick 
ordered 
another 
IOO 
to pass around 
at 
the 


Oil Tanker Knocks 
Out Part Of Railway 
Bridge At Bay City 


BAY CITY, Mich. —(ZI*)— The 
Gull Oil tanker Regent knocked 
a I OO-loot section of the Detroit 
and 
Mackinac 
railroad 
bridge 
here in the Saginaw river early 
today. 
The 15,000 - barrel tanker 
had 
just completed delivery 
to 
the 
G ulf term inal here and was head­ 
ing back to Toledo at 12:30 a. rn. 
(EST) when the 
accident 
hap­ 
pened. 
Copt. Kozak, skipper of the Re­ 
gent, declared that m arker lights 
wore not burning on 
the 
span 
which the tanker tumbled into 
the river. D & M railroad officials 
claimed the lights were on. 
The 
ship, 
which 
completely 
missed the open 
swing-spyn of 
the bridge, also damaged a bridge 
pier. 
Although damaged itself, 
the Regent was able to continue 
en route to Toledo. 


Lawmakers 
Asked To Impeach 
Gov. Fuller Warren 


pounds 
plant. 
The 
pounds 
smelt 
fry 
of smelt. 
35 
menu was 
potato 
salad, 
home-baked beans, French bt eau 
and iced beverages. 


TALLAHASSEE, Fla. — (ZP) — 
| The Florida House of Represent­ 
atives was asked today 
to 
im- 
■ peach Gov. Fuller 
W arren 
on 
grounds that he 
wilfully 
disre­ 
garded his 
duties 
and 
ignored 
"evidences of law lessness” in this 
free-spending vacation state. 
Hep. George Okell 
of 
Miami, 
until recently one 
of 
W arren’s 
stout political supporters, intro­ 
duced the resolution calling for 
j impeachment of the governor on 


Enemy Gives Up 
By Thousands In 
UN Korean Trap 
( Jontinued fi« 
age Un*) 


southeast of Inje. 
U. N. tanks and infantry pushed 
north Monday from att captured 
towns. 
Chinese Desperate 
A U S . Tenth Corps briefing 
officer said a tank and infantry 
force streamed north of Inje. 
Me 
added: 
“We are continuing to counter­ 
attack and also chop up and eli­ 
m inate bypassed elem ents.” 
U. S. Second Division 
officers 
reported two groups 
of 
Chinese 
w ere ambushed southeast of Inje 
Sunday. “We slaughtered them,' 
the officers 
reported. 
Between 
500 and 1,000 were in each group. 
Southeast of Hwachon a Chin­ 
ese division—between 
6.000 
and 
10,000 men—was reported fight­ 
ing desperately to escape before 
Am erican troops sealed their last 
avenue to the north. 
The 
U. 
S. 
Second, 
Seventh, 
Third, 24th 
and 
25th 
Infantry 
Divisions, the First C avalry 
and 
the First Marines w ere in the ad­ 
vance. So were British, 
French, 
Turkish, Greek, Dutch, Canadian, 
New Zealand, A ustralian, 
South 
African and other U. N. units. 
Clearing weather 
enabled 
air 
forces to roar back to the attack 
Monday after two days of bad fly­ 
ing conditions. 
Not Over Yet 
The Far East Air Forces re­ 
ported fire bombs 
and 
strafing 
forced 300 Reds to surrender 
to 
ground 
troops 
near 
Hwachon 
Sunday. 
Flare-dropping 
planes 
caught 
betw een 3,000 
and 
4,000 
Reds 
fleeing north of Hwachon reser­ 
voir Sunday night w ith about 500 
park animals. The anim als, load­ 
ed w ith ammunition, 
blew 
up 
when they were hit. 
Red antiaircraft guns sti<3t down 
two F-4U marine planes Sunday. 
U. S. Superforts flew through 
flak Monday and 
bom bed 
two 
air strips. One was Pyongyang’s 
novel “downtown airstrip.” This 
is a street widened in the center 
of the Red capital for use of the 
Communist air fleet 
which 
has 
never gotten into action. 
Despite masses of Reds reported 
killed, trapped 
or 
surrendered, 
Eighth arm y 
officers 
cautioned 
that tfie Communists w ere still 
capable of putting up a fight. 
But their flight was so pre­ 
cipitate in many cases they made 
no attem pt to destroy arm s and 
am m unition brought w ith great 
difficulty 
down 
bom b-riddled 
roads to the front. 
Large caches 
of 
am munition 
w ere captuured southwest of Inje, 
in and near Chunchon 45 miles 
northeast 
of 
Seoul, 
and 
near 
Choksong on 
the 
w ert 
central 
front. 
One Mail Left 
The 
Choksong 
am munition 
dump. Including usuable Am eri­ 
can artillery shells, was captuured 
by 
Greek 
infantrym en. 
The 
G reeks overran the hills where 
the British Gloucestershire bat­ 
talion was 
cut 
to 
pieces 
last 
month. 
They found one wounded Eng­ 
lishm an who had been cared for 
by a Korean family for 33 days. 
He is the 50th known survivor of 
the battalion. 
All of the other 550 in the bat­ 
talion presumably w ere killed or 
captured. 
The valleys and 
ridges 
were 
m ade their death stand were lin­ 
ed with shallow graves scooped 
out by the Chinese, and littered 
with the debris of w arfare. 


Classified Ads cost IMMe hot do a 
big lob. 


10 counts of alleged m isdemean­ 
ors in office. 
All of them 
involved 
com­ 
plaints that have been made pub­ 
licly about the governor—about 
his campaign expenditures, 
the 
conduct of his racing commission, 
his reinstatem ent of three ousted 
sheriffs, and his attitude toward 
the Florida gambling situation. 


M C C U L L O C H 
LiGHTtST 


3 - l l . p . 
C h a in S a w ' 


Patronize Your Authorised 
Dealer 
Authorized Dealer for Delis 
and Menominee Counties 
NELSON 
1610 Lud. St., Escanaba 
Only Authorized Sub-Dealer kl 
Delta County 


Standard Lumber Co. 
Rock, Mich. 


Cary Middlecoff 
Wins Colonial 


FORT WQRTH-(ZP)—Cary Mid­ 
dlecoff, the fugitive 
from 
any­ 
thing that blooms, put $3,000 in 
the old sock today as champion of 
the $15,000 Colonial National In­ 
vitation 
Golf 
tournam ent 
and 
looked tow ard New Rochelle, N. 
Y., w here he will 
play 
in 
the 
Goodall round robin. 
The tall young man from Mem­ 
phis, Tenn., who found no aller­ 
gies here, won the Colonial tour­ 
nament yesterday with a three- 
over-par 73 th a t gave him a 72- 
hole total of 282. He beat off the 
closing rush of Jack Burke, jr., of 
Houston, who shot a grand 67 in 
the last round. Burke registered 
283 and won $2,000. 
Middlecoff during 
the 
winter 
tour picked up in three tourneys. 
It fits of tem peram ent he whack­ 
ed the ball off the greens in the 
Jacksonville, 
Fla., and 
Atlanta, 
Ga., events and 
withdrew 
from 
each. He was fined by the PGA as 
the upshot of the whole thing. 
But he cam e here to find noth­ 
ing blooming and had no trouble 
with hay fever or anything else. 
Middlecoff’s first money in the 
Colonial moved him from seventh 
into fourth place among the cash 
winners of the year. Lloyd M an- 
grum of Chicago, who was third 
here, still is No. I. 
Ed Oliver of 
Seattle, 
Wash.; 
Ben Hogan of Hershey, Pa., and 
Byron Nelson of Roanoke, Tex., 
tied tar fourth with 285 and Earl 
Stewart, jr., of Dallas, who shot 
a closing 68, was 
next 
at 
286. 
Oliver did five-over-par 75, Nel­ 
son 73 and Hogan 72 in the kist 
round. 


Brewers Lose Two Iti 
American Association 
(By The A u oriated Press) 
Last-place St. Paul handed lea­ 
gue-leading M ilwaukee a 
double 
defeat Sunday to tighten further 
the torrid 
three-team 
scramble 
for top spot in the American As­ 
sociation. 
The Saints pulled into seventh 
place, 
l/2 gam e ahead of Colum­ 
bus, by tripping the Brewers 6-0 
and 4-2. M eanwhile, second-place 
Kansas 
City 
and 
third-place 
Minneapolis split a twin bill. The 
Blues won the opener 
5-3 
and 
Milwaukee took the second game 
6- 3. 
This left M ilwaukee hanging ot\ 
Hie lead with -618 
followed 
by 
Kansas City w ith .600 and Minne­ 
apolis Ms gam e behind with .590. 
Rain washed out 
Columbus wt 
Indianapolis 
and 
Louwvi+ta 
ai 
Toledo. 
s 


Car Invoked In 
2 Hit-Run Cases 
Reported Stolen 


An autom obile owned by Mrs. 
Sybil Sullivan, 624 S. Ninth street, 
was involved in two hit-run acci­ 
dents in Escanaba early Sunday 
morning. 
Mrs. Sullivan reported 
to police that the car had been 
stolen and returned to her resi­ 
dence after it had been wrecked. 
Police said that the ear struck 
a parked car owned by Jus. 
R. 
Nelson, of Kingsford, in front of 
the 
Bonitas 
Technical 
school, 
1600 Ludington street, before two 
a. rn. Sunday, and also struck a 
paiked car owned by Don Feller, 
221 S. lith street, in the 300 block 
of S. 10th street at 1:50 a. rn. 


OI MOUNCE 
NE TI EMU? 


MVI; Clem TofcUur 


ala* aaa— on oar M I 
•o u ta g e Bine Ribbon Awto- 
mobi*« Po4*<ry hafoee yon bay 
o r retvew fo m * H H om okil* 


MU Pla i sto w enopywkepo 
yak drive 
O Coati div iden d M vtaga 
£ 
Pair, pr o mpt cl ai m 
payment* 


CAIL Off WRIT! 
Peninsula Agency 
Clem IV'ne ar 
IMC Lud. 
Phone 36M 


Wa Ara Equipped To H andl* 


DIESEL ENGINE 


BLOCK A HEAD REPAIRS 


Locomotive, Truck & Marine Types. 


GUARANTEED, PERMANENT, LOW-COST 
■ REPAIRS MADE IMMEDIATELY 


Also Automotive Block A Head Repair* 
Sure-Way Ca$ting Repair Co. 
325 Steph. Ave 
Escanaba 
— 
Tel. 3194 
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Escanaba River Praised 
As Trout Fishing Stream 


Rev. K arl J. Hammar, pastor ol 
the Central Methodist church, and 
trout fishing 
in 
the 
Escanaba 
river are the subject of a 
news 
story in the Sunday edition of the 
Milwaukee Journal. 
Accompanying the article is a 
picture of 
Reverend 
Hammar, 
with a couple of trout and his 10- 
year-old spring spaniel. The pic­ 
ture was taken by Mel Ellis, out­ 
doors 
w riter of the Milwaukee 
Journal. 
“Better than the Brule at its 
best,” is the high praise the Rev. 
Karl J. Ham m ar gives his favorite 
trout stream, the Escanaba river. 
“I should know,” he says. “I fish- 
• q the Brule plenty, before Presi­ 
dent Coolidge did.” 
The Rev. Hammar is one of the 
men who worked mightily to eoa- 
vince the public that the smelt 
was something to eat and not just 
wonder about 
as 
most 
middle 
west folk did when it was first 
introduced to the territory. 
“It took a lot of work,” he said 
“but we kept hammering 
at it, 
and we finally got it across to the 
people that 
smelt 
was really 
a 
delicious fish.” Mr. Hammar 
was 
chairman of the smelt jamboree 
until 1942. 
Built Milwaukee Church 
The Rev. Hammar was a Mil­ 
waukee pastor from 1923 to 1928. 
“The House That 
Faith 
Built,” 
was the caption of a newspaper 
story about a church that he built 
in Milwaukee, starting with noth 
Ing. 
I 
Mr. Hammar, a preacher for 291 


years, brought some of that faith 
north with him, and 21 years ago 
put it to work for the cause of 
conservation. 
He is one of the 
originators of the Wolverine Con­ 
sol vation 
club, 
of 
which 
Ben 
East, noted outdoor writer, once 
said: 
“If 
they 
never 
do another 
thing, 
their job of 
getting Isle 
Royale set aside 
as a national 
park is enough for a lifetime.” 
The preacher was one of the 
leading figures in this fight, ju st 
as he was in the fight to get Tah- 
quamenon falls, 20 miles 
north­ 
east of Newberry, set aside as a 
state park. 
He attended the first 
meeting of the Wild Life federa­ 
tion in 1935 in Washington, D. C. 
All this time he kept up with his 
professional duties 
and 
built a 
church and 
established 
it as 
a 
mission out at Cornell. 
Rev 
H am m ar is one of those 
men who first opened up stretches 
of the Escanaba to the public. He 
owns ^ road into some of the best 
fishing ground but never keeps it 
closed. 
The river, IOO yards 
wide in 
many places, 
is a 
swift, 
wild 
strearp. 
“People used to pass it up years 
ago,” Mr. H am m ar said, “because 
't didn't 
look 
like a 
trout 
stieam. It was 
too big and 
too 
wild. When I first began 
to fish 
the Escanaba I could count on my 
fingers the men 
who fished 
it. 
despite the fact it 
was 
full 
of 
brookiest’ 
When he 
can make it, Ham- 


jnar fishes trout, or shoots deer, 
or just gets out of doors. He took 
this reporter out to the Escanaba 
where he has a log cabin. He 
also took along his IO year 
old 
springer spaniel. 
Then while the 
reporter watched 
and 
as 
the 
springer 
maneuvered 
the 
ex­ 
tremely treacherous river 
back 
and forth, Rev. Ham m ar proceed­ 
ed to catch trout on a fly he de­ 
signed and tied. 
He calls it the 
Parson’s Pride. 
The 
Rev. 
Hammar 
can 
be 
proud of that fly. 
It took fish— 
but then most of the things he 
has been doing could make 
any 
man proud. 


National Guard 
Upit Works Out 
On Rifle Range 


Officers and men of Company 
C, 107th Engineers, 
have 
been 
undergoing a program of 
fam­ 
iliarization and record firing on 
the Gladstone rifle range the past 
two weekends. 
All weapons with 
which 
the 
unit is supplied were intended to 
be used. These include the M -l 
Rifle, 
.30 
caliber 
carbine. 
.45 
caliber sub-machine 
gun, 
com­ 
monly called the “Burp G un”, .30 
caliber air cooled 
machine 
gun, 
.50 caliber air 
cooled 
machine 
gun, and 
the 
rocket 
launcher 
which is 
also 
known 
as 
the 
“bazooka”. 
Due to the limited area of the 
range, the 
.50 
caliber 
machine 
guns and the Rocket Launchers 
could not be fired, however. 
The purpose of the program is 
to train each man in the unit to 
fire not only the weapon assign­ 
ed to him, but to also deploy ef­ 
fectively any other weapon in the 


St. Joseph s To 
Graduate 28 


Commencement On 
Sunday, June 3 


St. 
Joseph 
high 
school 
will 
graduate 
twenty-eight 
seniors 
next Sunday evening. June 3, at 
8:00 p. rn. in St. Joseph church. 
Tuesday, May 29, will be Class 
Day, beginning with Holy Com­ 
munion and 
breakfast 
for 
the 
senior and junior classes. During 
the day the last general assem­ 
bly will be held, at which honors 
will be awarded to graduates and 
under-classmen. 
The graduates will participate 
in a Day of Recollection conduct­ 
ed for them 
by 
the 
Reverend 
Ronald Bassette of Garden Fri­ 
day, June I. 
The class-roll 
follows: 
Keith 
Auger, Marilyn 
Bergeon, 
Mary 
Jean Bink, Gerald Breault, Rich­ 
ard Casey (Pfc. AF), Jack Cour- 
neene, Alfred Dufour, Sally Lynn 
Early, Sue Grenier, Joanne Jae­ 
ger, Marie Koster, Delores Lavio- 
lette, Catherine 
Loeffler, 
Betty 
Lou Massard, Everell Miron, Mer- ! 
ceda 
Murphy, 
Lois 
Newman, 
Wayne Papineau, Donald Paulin, 
Shirley 
Sauers, 
John 
Schaut, 
Mary 
Anne 
Smokovich, 
Betty 
Ann 
Sullivan, 
Gerald 
Swille, 
Alice Mae Theoret, Betty Trottier, 
Roberta Valind, Doreen Walker. 


company if called upon to do so. 
The last weekend of the cur­ 
rent firing program will be held 
next Sunday. 


$39 14 


WASHABLE PLASTIC THAT LOOKS 
SUTTON SACK 
MODERN 
AND DRAPES UKE FABRIC! 
$39.14 


At Vast! Th® chair that STAYS beautiful, in spite of children's 
hands, dirt or stains of all kindsl Because a whish of a 
dam p doth keeps it clean and brilliantly new looking! 
Yet the colors—the rich patterns are PERMANENT, .and 
they'll never fade. 
You've always wanted a chair that could stand every-day 
use and come up shining . . . yet, quite naturally, you like 
the richness and softness of upholstery fabric. 
HERE IS THE FIRST CHAIR THAT GIVES YOU BOTH! 
They're wonderfully comfortable, with spring-filled con­ 
struction, and they're styled to fit into any room decor. At 
this low price, you'd be smart to get TWOl 
WING CHAIR 
$39.14 
THE HOME SUPPLY 


1101-03 LUDINGTON STREET 
RHONE 644 


HOME SUPPLY WAREHOUSE STORE — 520 STEPHENSON AVE. PHONE 1912 


Perkins Memorial 
Day Observance In 
Charge Of Legion 
PERKINS—Special services wiii 
be conducted Memorial Day, May 
30, 
by 
the 
Perkins 
American 
Legion post and its auxiliary. 
A flag raising ceremony will be 
beld at I p. rn. at the school fol­ 
lowed by a parade to the Perkins 
cemetery with the 
Rock 
Legion 
band participating. The address at 
the cemetery will be given by the 
Rev. Wilbur Gibbs. 
The program will be conducted 
by Chaplain 
Edward H. 
Gibbs. 
Walter Nelson will command the 
firing squad comprised of Donald 
Depuydt, Vernon Dahn, Phil Lip­ 
pers jr., Warren LaChance, Floyd 
Deiter, 
George 
Hannis, 
George 
Van Damme,, and 
Ralph 
Eagle. 
Colors will be 
carried 
by 
Dick 


Branstrom and 
Carl 
Branstrom 
with Floyd Fuhriman, and 
Ade- 
lore Gerou jr., as color guard. 
The Perkins Legion 
Auxiliary 
'.ill carry its colors in the parade. 


Company C W ill 
Participate On 
Memorial Day 


Members of Company C, 107th 
Engineers will participate in the 
parade to be held here Memorial 
Day, it was reported by Capt. 
Roy J. Johnson, commanding of­ 
ficer. 
All members participating are 
requested to be at the armory by 
8:30 a. rn. so that all necessary 
arrangements can be made before 
parade time. 


Charles Benzinaer 
| members of the yrUve,^ty 
Michigan bands who have been 
In Band Fraternity 
I initiated into Kappa Kappa 
Psi, 
^ 
. w I the honorary band fraternity. 
Charles Benzmger, son of 
Mr. ; 
______________ 
and Mrs. Carl 
Benzinger, 
1416 
Second avenue south, is one of 31 
Try a Classified Ad 
Phone its. 


The area now 
called 
United ! 
States of Indonesia produced about 
90 per cent of the world’s pepper 
before the war. 
SAVE ON GAS 


Premium 
Regular 
26 
Gal. 


SAVE OUR CASH VALUE STAMPS 
SAVE—2i/ 2c—GALLON 
M C CA R T H Y O IL CO. 
Washington Avenue At The Viaduct 


Real Estate and Furniture Auction 
Sale of Josephine Nowacki 


Located 2 miles west of Whitney. Midi., an M-#§, 


1 1 mile north. 
FRIDAY, JUNE I 
Sale starts at 12:30 in the afternoon, standard lime. 
Unable to farm, I will sell my real estate and furniture, a 75 acre 
farm with 35 acres under cultivation, balance in pasture and 
timber, 9 room home with good roof, full basement, built-in new 
cupboards, bath room, electricity throughout; Garage, machine 
shed. Timber consists of cedar posts and pulp; one forty of land 
is just about all timber. 
In case the farm doesn’t sell the day of the auction, the forty 
with the timber will be sold separately. Also the new built-in 
cupboards, new sink, new bathroom, fixtures, light fixtures and 
23 acres of standing hay. Look this real estate over before the 
sale as it offers many possibilities. 
Farm Machinery: Mc Cormick Deering Grain Binder with can­ 
vas, John Deer cultivator, Hoover potato digger. Potato planter 
with fertilizer attachment, I hay rake, saw rig, I bottom 16” 
John Deere tractor plow for hydraulic attachment, John Deer 
hay mower, some small tools. 
Furniture: I new Detroit Jewel bottle gas stove. I new kitchen 
chrome set with 4 chairs, 1 Singer sewing machine, I new West­ 
inghouse electric roastei, Maytag electric washing machine, laun­ 
dry tubs, I folding bed. I electric radio, 4 dressers, beds complete 
with springs and mattresses. I electric table lamp, I Heatrola, 
I kitchen garbage burner, rocking chair, piano, curtains, dishes, 
bedding, linoleum on all the floors, some hardwood flooring, 
a lot of smaller articles too numerous to mention. 
Terms: All sums under $10. cash; over that amount Vk down with 
interest at 3 r ', for 6 months. 
Gillett Sales Co., Clerk 
Col. Wm. Darland A Sons, auctioneer* 
Phone 2-4335 — Marinette, WI*. 


LAST TWO DAYS! FRIGID AIRE 
OLD REFRIGERATOR ROUND UP 
$50 OO 
Cash Prize for the Oldest 


Electric Refrigerator Traded In 


During the Month of May 


* We need old refrigerators NOW to recondition for summer selling. 
* Be sure to check our extra liberal May Trade-in allowances 
* Up to $100 for your old refrigerator 
* Free 5 Day Home Trial 
* Come in for your free Frigidaire “Marketing Reminder" booklet 


A D V A N C ED ELECTRIC CO 
1211 LUO. ST. 
PHON! 1191 


... this family size genuine 


Look a t all these fam ous Frigidairo fe o to fo sl 


• E x e r t i v e M e t e r - M it e r M e c h a n ­ 
i s m w it h F r ig id a ir e ’t 5 - Y e a r 
Protection Plan 


Supor-Froosor hold* H fee. 


f r o z e n food 


• 5 f u H - w id t h s h e ! VOS — i 
12 sg. ft. of sholf oft 
• D o o k J o -ia sy Q uickube Ice Trays 


• A d d -ro si sting porcelain interior 
• 10-position C o ld Control 


• C o ld Storage Tray 
• N ow , b oo wtifol stytinfj 


COME IH I SEB A U THE NBW FRtGtDAME M O M S I 
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Delta Bridge 
League Wind-Up 
Party June 9 


The Delta Bridge League at its 
regular session Saturday evening 
at the Elks club made plans for 
a season wind-up party and smor­ 
gasbord Saturday evening. June 9, 
at the club. Party or progressive 
bridge will played beginning at 8. 
Those planning to 
attend 
are 
asked to notify Mrs. Fred Hoyler, 
Mrs. J. W. Ferguson or Mrs. B. 
M. Howe by the end of the week. 
One more weekly session of play 
will precede the party and will be 
held Friday, June I, at the regu­ 
lar hour. 
Results 
of 
Saturday evening’s 
play were: 
Mr. and Mrs. B. M. Howe 67. 
Mrs. Joseph Shipman, Mrs. J. W. 
Ferguson 65 % 
Mrs. H. J. Rolfe. Mrs. C. B. Far­ 
rell 58% 
Mrs. C. E. Johnson, Mrs. Joseph 
Richards 56% 
Mrs. 
John 
Card, 
Mrs. 
J. S. 
Sword 52% 
Mrs. Fred Hoyler, Mrs. Kent Ol­ 
son 51 
Mrs. C. W. Murdock^, Mr. Kent 
Olson 51 
Mrs. F. J . Earle, 
Mrs. 
L. 
S. 
Bowe 49 
Mrs. E. A. Christie, Mrs. Rose 
Louis 47% 
Mr. and Mrs. H. W. Needham 
41%. 


Bargains you want on Classified 
Pace. 


ENGAGEMENT TOLD — Announcement has been made of the en­ 
gagement of Miss Mary Ellen Servant of 4741 Dale Ave.. Cincinnati. 
O., to Pvt. Thomas E. Grannan son of Mr. and Mrs. Frank Grannon 
of 5077 Sumter Ave.. Cincinnati. 
Miss Servant is the daughter of 
Mrs. Flora Servant of 637 N. 18th St. this city and the late Alex Ser­ 
vant. No wedding date has been set. 


St. Ann's Annual 


Card Party Tuesday 


St. Ann's parish Is sponsoring 
its annual marathon card 
party 
Tuesday evening, May 29, begin­ 
ning at 7:30, in St. Joseph's parish 
hall. 
The party will open with 
dessert 
luncheon. 
Players 
may 
select their own game and a high 
score award will be given at each 
taole. Winners of the card m ala­ 
thion 
will 
be 
announced. Mrs. 
Helmer Peterson is chairman and 
I Mrs. 
William 
Dolan, 
assistant 
I chairman 
of 
the 
party. Ticket 
I chairman 
is 
Mrs. 
Louis P in tail; 


J telephone 3572. and chairman of j 
j the bake sale to be held at the ■ 
party 
is 
Mrs. 
Edward Larson, j 
2064. 


Jf^erSonaiA 


tare. 
verttd 
Salvation Army 
The 
Salvation 
Army 
string 
band will meet for practice Tues­ 
day at 6:30 and the Young Peo­ 
ple's society will meet at 8. 


The pepper vine is native to 
southern India. 


Miss Lorraine Gardner, daugh- 
: ter of Mr. and Mrs. Wallace Gard- 
I ner, 1430 North 19th street, spent 


j the 
weekend 
with her parents. 
! She is employed in Detroit. 
Mrs. J. C. Brehler 
of 
Mount 
1 Clemons. 
Mich., 
left 
today via 
Nationwide Airlines for her home. 
She 
visited 
with 
her son and 
: daughter-in-law, 
Mr. 
and 
Mrs. 
Joseph 
Brehler, 
524 
South 7th 
, street. 
Mrs. Mary Kenoe and daughter. 
Anna Mae, of 
208 
South 
13th 
street, have returned from Bridge- 
pert. Pa., where they attended the 
funeral of a cousin, Joseph Smith. 
Mrs. Emma Follett 
of 
Oconto, 
Wig., who visited with Mr. and 
Mrs. W illiam Wittkoff, 529 South 
12th street, left today to return 
to her home. 
Mr. 
and 
Mrs. Fred 
Swanson, 
1509 Second avenue south, left to­ 
day for Detroit and Philadelphia. 
In Detroit they will visit 
their 
daughter and son-in-law, Mr. and 
Mrs. Arthur Fisher and in Phil­ 
adelphia 
they 
will 
visit 
with 


5190 


PANSY CHAIR SET 


By MRS. ANNE CABOT 


Pretty 
pansies 
form 
a hand­ 
some 
cha.r 
set 
which will add 
cnarm and freshness to any up­ 
holstered chair. Work the demure 
liowers in simple cross stitch and 
authentic colorings 
Each one in 
the family will claim the chair it 
adorns as his or her favorite place. 
Pattern 
No. 5190 contains hot 
iron transfer for 3 designs, mater­ 
ial 
requirements, 
stitch illustra­ 
tions and finishing directions. 
Send 25c in COINS, your name, 
address and the PATTERN NUM­ 
BER to ANNE CABOT, Escanaba 
Daily 
Press, 
372 
West Quincy 
Street, Chicago 6, Illinois. 
NEEDLEW ORK 
FANS — Anne 
Cabot’s BIG ALBUM is here. Doz­ 
ens of fascinating designs, gifts, 
decorations and 
special 
features 
PLUS 4 gift patterns and di­ 
rections. 25 cents. 


The 
Heme of 
Friendly 
Service 


Complete funerals as low as $100.00 


DAY or 


NIGHT 
BOYCE 
-7 7 FU N ER AL fs r 
^ VHOMEy v 
Francis B o yccJW i^ ^ ^ M B ^ ^ ^ ^ Teleph o n t 1800 


MACARONI 


Son! Firnee 


MINNI* MIO CO , D in FC. OMAHA. NCMI 


Memorial Day 
Specials 


st 
Jo mar's 
Greenhouse 
11100 S. 19th St. at 12th Ave. 


Geraniums 
Petunias 
Yineavines 
Marigolds 
Pansies 
Tomato Plants 
Pepper Plants 
Cemetery Urns Planted 


Also open evenings 


ESCANABA'! BEST LAUNDRY BUY! 


Lady LeisureiB u n dle 


Our Fluff Dry Service 


IO 
POUNDS 
.20 


Additional Pounds — 10c each 


All bed, bath, kitchen, table linens are beautifully ironed. 
Bath towels and wearing apparel are fluff dried and 


folded. 


SHIRTS. In This Service— Each 16c 


Hear our new scast daily at 10:25 a.m. on WDBC 


ESCANABA STEAM LAUNDRY 
DRY CLEANING & DYE WORKS 


Escanaba 1 3 4 ---------- Gladstone 4061 


Large Class 
Initiated By 
Isabella Circle 


Daughters of Isabella of Trinity 
Circle, 
362, 
initiated a class of 
over IOO candidates in beautifully 
conducted ceremonies last evening 
at St. Joseph’s parish hall. 
The 
Circle degree team with Miss L il­ 
lian 
Grenier, 
regent, 
was 
in 
charge. 
Following the initiation an at­ 
tractively appointed tea was held 
honoring the new members. Mrs. 
Ernest Desilets was chairman 
of 
the arrangements assisted by Mrs. 
John Kehoe and a committee of 
hostesses. 
The Circle members and candi­ 
dates received Holy Communion 
in a body Sunday morning at St. 
Ann’s chapel in preparation for 
the initiation ceremonies. 
Beatrice Arneth, regent of the 
Negaunee Circle, was a guest, at 
the initiation meeting. 


Honor Society 
To Hold Dinner 
Tuesday* June 5 


The annual dinner for members 
of the National Honor Society w ill 
be served in the First Methodist 
church on Honor Day, June 5 at 
6:30. Harry Monson, class of 1933, 
will be the guest speaker. Alumni 
may make reservations at senior 
high school before Saturday noon, 
June 2, or call 1942. 


BRIDE EN AUGUST — Mr. and 
Mrs. C. F. Hansen, 2046 Argen­ 
tine Drive, S. E., Grand Rapids, 
Michigan, 
have 
announced 
the 
engagement 
of 
their 
daughter, 
Joyce, to Donald M. Wickholm, 
son of Mr. and Mrs. Edward E. 
Wickholm, 212 South 17th street, 
Escanaba. Miss Hansen is a junior 
at Michigan State college, East 
Lansing. Mr. Wickholm received 
his degree from Michigan State 
in June 1950 and now ie employ­ 
ed by the Design Service com­ 
pany of Jackson. The date for 
the 
wedding has 
been 
set 
for 
August ll . 


^ J o d a y A t^ e c ip e A 


other relatives. 
Mr. and Mrs. Adrian Join t of 
Racine, Wis., former residents of 
Escanaba, spent the weekend in 
Escanaba visiting 
with 
relatives 
and friends. 
Guests at the home of Mr. and 
Mrs. Frank Neumeier, 720 South 
19th street, are 
Mrs. 
Neumeier’s 
parents, Mr. 
and 
Mrs. 
Herman 
Honore and her brother, Richard 
Essenberger, of Racine. 


An answer to the request for a 
strawberry jam recipe comes from 
?vlrs. Paul Waeghe 
of 621 South 
10th street. This is a delicious jam 
and the recipe never fails 
when 
small quantities 
are made a-t a 
time. 
Strawberry Jam 
Clean and stem 
one 
quart of 
strawberries. Add 
one 
cup 
of 
sugar and let stand 
until 
juice 
forms. Then 
add 
two 
cups 
of 
sugar. Boil about twenty minutes. 
Add juice of one lemon and cook 
a few minutes 
longer. 
Pour 
in 
clean hot glasses. SeaL 


MEMORIAL DAY 
WEDNESDAY 


Plcmt the grave* of your loved ones witfe healthy, vigorous 


plants that wih bloom all summer — the ueual Wickett 


quality. 


Largo Ge rani urn s-in bloom 65c ca. 
Petunias - nice plants 
25c ea. 
Fuchsias - full of flowers 
special a t 
60c to $1.50 


A k o ot'her plants such as M arigolds, Alyssum , 


A geratum and others 


Plate a bouquet of peonies or snapdragons or a 
lasting wreath on the grave today. 


ORDER Y O U R S EARLY T O D A Y 


Hom e &rown Flowers 
Wickett Floral Co 


Greenhouses Open Evenings 


On the cost o f medical care 


Many of the cu rren t prolonged discussions un the 


high cost of m edical care are without foundation. 


Although it is tru e that drugs and medical services 


cost more now than they did ten years ago, the rise 


in cost has not been out of proportion to the increase 


in the prices of oth er com m odities and services. The 


cost of a physician's call is no greater than that of 


a plumber or an electrician. The cost of the m edi­ 


cine he prescribes is no higher than the cost of a 


valve, a faucet, or an electrical outlet. M oreover, it 


must be rem em bered that money cannot buy good 


health. It is priceless. No finer, no m ore econom ical, 


no more efficient system o f medical care has ever 


been devised than that w hid) this nation now enjoys. 
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Mr. and Mrs. John O- Ring of 
Cornell are 
the 
parents 
of 
a 
daughter, Mary Lou, born May 24, 
at St. Francis hospital. The baby 
weighed seven pounds 
and 
four 
ounces. 
A son, Julius Charles, was born 
May 25 at St. Francis hospital to 
Mr. and Mrs. Julius J. Reubens, 
414 Michigan avenue, Gladstone. 


Louis W. Flaths 
Celebrate Their 
Golden Wedding 


Mr. and Mrs. Louis W. Flalh. 
sr., 907 South 14th street, senior 
members of a widely known Es­ 
canaba 
family, celebrated 
their 
golden wedding anniversary Sun­ 
day, May 27. 
The occasion was a double ob­ 
servance for Mrs. F.ath for the 
day also was her 70th birthday 
anniversary. 
A family dinner was served and 
open house held in the afternoon 
and evening during which many 
friends and relatives called to ex­ 
tend their best wishes. 
Mr. and 
Mrs. Flath were presented with 
many 
beautiful 
gifts 
including 
flowers 
and 
they also received 
numerous messages of congratu­ 
lation. 
Mr. and Mrs. Flath were mar­ 
ried 50 years ago in Salem Ev. 
Lutheran 
church 
in 
Escanaba 
where they still worship. 
They 
have three sons, Louis, jr., and 
Ernest of Escanaba, and Walter of 
Wilson. 
A son, John, was killed 
in World War II. 


Mary Lou Venne 
To Graduate From 
Rosary June 4 


Miss Mary Lou Venne, daughter 
of Mr. and Mrs. Stanley Venne of 
326 South Sixth street, Escanaba, 
will be graduated with a class of 
130 in ceremonies to be held June 
3 and 4 at Rosary College in River 
Forest, 111. 
Sunday, June 3, will 
be B ac­ 
calaureate Day. The Very Rever­ 
end Monsignor James M. Lawler, 
Chicago, Archdiocesan director of 
the Society for the Propagation of 
tile Faith, will deliver 
the 
B ac­ 
calaureate sermon at 11:00 a. rn. 
Faculty reception 
for 
students 
and parents at 5:00 p. rn. will be 
followed by the unique and color­ 
ful Rosary college candle and rose 
ceremony at 8:00 p. rn. 
His Eminence, Samuel Cardinal 


Stritch, Archbishop 
of 
Chicago, 
will confer the degrees upon the 
graduates at 10:30 a. rn. on June 
4. The Cardinal will then deliver 
the commencement address. 


Donna Mae Rudness 
On W M C Committee 


KALAMAZOO, Mich. — Donna 
Mae Rudness of 
Escanaba 
has 
been named a 
member 
of 
the 
Daisy Chain committee for the 
annual June Breakfast to be given 
June 2 by the Women’s League of 
Western Michigan College in the 
ballroom of Walwood Hall. Selec­ 
tion is made on the basis of high 
scholarship. 
She will help gather 
the daisies, make the chain, and 
carry the chain and floral arch 
which 
heads 
the 
processional 
from the 
hilltop 
on 
the 
East 
campus to the Walwood ballroom, 
a block distance. 


Let Us 
SHAMPOO 
YOUR RUG 


Pick up, or at your home 


George De Puydt 


Phone 2353J 
' 


910 S. 6th Ave. 
Escanaba 


TUESDAY MORNING 


SPECIAL 
Silverplated Flatware 
32 Piece Set. s65* 


The perfect gift for the graduate or the June bride . . to 


beautiful and so practical, very easy to buy several sets 


at this low, low price. Set includes 12 teaspoons, 6 dinner 


forks. 2 tablespoons, 6 solid handled dinner knives and 8 


dessert spoons. In a charming, classic pattern Ie please 


everyone. Come in todayl 


a t P E N N E Y S 


IN ESCANABA 


flemembesi ty&i&aesi.. 
. 


Your Wadding Day! 


From the trip down the aisle . . . to 


that exciting moment when you Mice 


the wedding cake, let us record each 


thrilling moment 
with 
lovely 
photo­ 


graphs. 


(’Formerly Known As Selkirk's Studio) 


Daily H o u rs 9 to S — Hyeetul Appointments at Any Time 


Telephone 128 
SCI First Ave. South 


You'/!never tore these worries if your 
sewing machine is a 


HOW COOV/S 


THE GUARANTEE 


BEHIND IT ? 


WILL PARTE 


rn P 


BE AVAILABLE 
5 Ye a r s 
PROM HOW ? 


/re*'SINGER SSW /A /6 MACA M i. > AS LOW AS 


*F/MOVE TOA 


{AFFERENT 70W H CAH 
/ STILL GET SERVICE ? 


W ILL THE 


w. 
S MACHINE STAND 


J f 
UP UNDER 
LONG U S E ? 


Smaofti-stitchlng budget Portable 


Budget term*. 


Liberal trade-in allow ance 


on yo u r present m achine. 


No other machine gives you all these advantages I 


I. Alwayiavoiloble service) N o m u tter where 
4. Smmth sawing en m y fabric. M oat n r * 
you m ov e, o r how m an y yeurs fro m 
now, y o u ’ll alw ays be able to get parts 
an d service from any o f a th ou san d 
and one S I N G E R S E W IN G C E N T E R S , 
coast to coast. 


?. Famous SINGER Coarse in h om e dies* 
m a k in g or decorating is given with p u r­ 
ch a se o f new machine. E ig h t 2-hour 
lessons under expert instructors at you r 
S I N G E R S E W I N G C E N T E R . 


3. Dependability! S I N G E R * Sewing 
M a ­ 
chines 
are built to last a 
lifetime. 
W o rld 's favo rite for 99 years I 


m odels, stitch forw ard and backw ard* 
go over pins to save bastin g. 


S. S aaatyta a t t I Y o u ca n sew a t an y starer! 
Special 
S IN G E R L IG H T 
illum inate* 
w ork, elim inates glare. 


4. World's matt beavtifvlcobinetd W ide rang* 
o f styles — m odern, colonial, period) 
M atch in g stools available. 


7. Timet aviso attachmmttl B asic set w ith 
each new m achine. M a n y oth ers avail* 
able for m aking bu tton holes, sewing 
“ invisible" hem s, handling other trick y 
details. 


Hs s 4 i # r m M o d ern D esk 


MI A FRIE DEMONSTRATION 


PHONE OR VISIT YOUR... 


1110 Ludington S t. 


* 
FOR YOUR PROTECTION S IN G E R m ils end eervires its Sew ing M erh in es and o th ef 
a i 
pi willets only through S IN G E R S E W I N G C E N T E R S , identified by the Red " S ’ 
Trade Mark end tile “ S IN G E R S E W I N G C E N T E R " emblem on the window, 
and never through department stores, dealers, or other outlets. 
* \ I r ..i i . M a rk o r T I I I 
-• I M .r l l M A N I K A I l l H IN U I O M I'A N Y 
SINGER SEWING CENTER 


Escanaba 
Phone 2296 


/ 


MONDAY, MAY 28, 1951 
T H E 
E S C A N A B A 
( M I C H . ) 
D A I L Y 
P R E S S 
facie mm 


CU. - 
WOMAN S PAGE 
A M Y 
BOLGER, 
EDITOR, 
P H O N E 
SS 


WIK 


Jane Perrin Will 
Be Bride June 2 At 
Notre Dame Chapel 
Among weddings of unusual in­ 
terest in 
early June 
is that 
of 
Miss 
Jane 
Margaret 
Perrin, 
daughter of Mr. and Mrs. Levi J. 
Perrin of this city, 
and 
John 
Tnomas Shafer of 
Santa Maria, 
California, which is taking place 
Saturday, Ju n e 2, in the chapel of 
the University of Notre Dame. 
Mrs. Perrin, 
accompanied 
by 
her sister, Mrs. C. J. Burns, left 
yesterday to complete last minute 
details 
of the 
wedding. 
Other 
members of the family 
will join 
them later in the week in South 
Bend. 
The bride-elect has asked 
her 
sister, Mrs. William F. Nolden of 
’Milwaukee, the former Kathryn 
Perrin, to be her matron of honor, 
and Miss Kathryn Walch, of Es­ 
canaba, a cousin, will be brides­ 
maid. Mr. Nolden will serve 
as 
Mr. Shafer’s best man. Complet­ 
ing the bridal 
party 
will 
be 
Timothy Shafer who 
is 
coming 
from Santa Maria to usher at his 
brother’s wedding. 
The wedding breakfast will be 
served at the Hotel LaSalle 
in 
South Bend. 
Miss Perrin attended Stephens 
college at Columbia, Mo., this past 
year. Mr. Shafer is receiving his 
degree from the 
University 
of 
Notre Dame. 


IMPRESSIVE CEREMONIES of family dedica­ 
tion to the Immaculate Heart of Mary, pictured 
here, 
were conducted at Marygrove Retreat 
House grounds at Garden Sunday with over 500 
adults and children in attendance. The cere­ 
mony included the crowning of a statue of Our 
Lady of Fatima, a recent gift to the Retreat 


House. 
A summer activity at Marygrove now be­ 
ing planned as a camp for pupils from IO to 12 
years of age July 9-15. Arrangements for die 
camp which is limited to 20 are in charge of 
Father James Schaefer, rector of Marygrove 
and Mrs. Stack Smith of Escanaba. 


Family Dedication Services 
Held At Marygrove, Garden 


— ^8729 
‘ 
12-42 . 


WEAR IT ANYWHERE 


By SUE BURNETT 


A beautifully tailored frock for 
all around wear with an unusual 
front closing ending just below 
th* waist. Wear it anyplace, any­ 
time— it has a three quarter c h i t i ­ 
ed sleeve version, too. 
Pattern No. 8729 is a sew-rite 
perforated pattern for sizes 12, 14, 
16, 
18, 20; 40, 42. 
Size 14, 
37* 
yr ids of 39-inch. 
For 
this 
pattern, send 30c in 
COINS, your name, address, size 
desired, and the PATTERN NUM­ 
BER 
to 
Sue Burnett, Escanaba 
Daily Press, 372 West Quincy St. 


Five hundred people, ranging in 
age from babes in arms to aged, 
were present at 
Marygrove 
in 
Garden, Sunday, May 20 to pay 
homage to Mary, Queen of May 
and to participate in family dedi­ 
cation to the Immaculate Heart 
of Mary. 
Included in the cere­ 
mony was the crowning of a sta­ 
tue of Our Lady of Fatima, a re­ 
cent gift to the Retreat House. 
The procession 
of 
the 
Most 
Blessed Sacrament from St. John 
church was most impressive. Six, 
Fourth 
Degree Knights of Col­ 
umbus formed the Guard of Hon­ 
or 
which 
proceeded 
the 
torch 
bearers 
and 
the 
Rev. 
Father 
Weighed to a grove where the 
large throng awaited. 
Tiny 
Mary 
Ann 
Deloria, 
in 
white gown and veil, 
carried 
a 
white satin pillow 
bearing 
the 
crown of gardenias. 
She was a t­ 
tended by little 
Kathleen 
Bou­ 
dreau and 
Becky Bernier, who 
were gowned in 
pastel 
colored 
formals, wearing wtiite shoulder 
length veils and 
blue 
capelets. 
Forty young gills in variegated 
colored 
formals, 
also 
wearing 
veils and blue capelets and ten 
boys in white 
shirts 
and 
blue 
capelets, each carrying a red rose, 
made an impressive picture. 
Among the pines was erected 
an altar, 
resplendent 
in 
mono­ 
chromatic biege cloth 
and 
gold 
lame’—the gold and biege el lect 
further carried 
out 
with 
huge 
vases of 
Talisman 
and 
yellow 
roses on either side of gold tab­ 
ernacle upon w hich stood an ivory 
and gold crucifix. 


Officiating Clergymen 


'I'he Rt. Rev. Msgr. Joseph L. 
Zryd and the Rev. John V. Buhr, 


j Chicago 6. 111. 
111 u 
1 
lw i 


The Spring a nd Summer FASH- 
ION contains 
styles; 
special 
48 
pages of new 
features; 
fabric 
news; America n Designer Origi­ 
na Is; gilt path nals printed inside 
the book. Don’t miss it—send 25 
cents today. 


Marquette, the Very Rev. Martin 
B. Melican and the Rev. Casimir 
Mark, St. Patrick’s 
church, 
Es­ 
canaba, the Rev. Weigbert of Jor­ 
dan college, Menominee, and the 
Rev. James J. Schaefer, rector of 
Marygrove, conducted 
the 
cere­ 
monies. 
The music was sung by 
the St. Cecilia Choral club under 
the direction of Mrs. Donald Le- 
Mire. 
As 
the 
children 
approached 
the statute of Our Lady of Fatima, 
Msgr. Zryd began the recitation of 
the rosary, and participants in the 
living rosary carried 
roses and 
placed them in white vases at the 
foot of 
the 
statue. 
When 
the 
prayers were completed, Barbara 
Jacques, dressed in a white for­ 
mal and blue satin crepe crowned 
the statue as the Choral club sang 
“Our Lady of Fatima.” 
Father Suhr, diocesan director 
of Radio Apostolate, delivered an 
eloquent and inspiring talk on the 
importance of family life in com­ 
bating the evil forces which are 
proving disastrous today. “There 
will be no peace until we go back 
to God,” he said. At this time the 
assemblage pledged themselves to 
the Immaculate Heart of Mary rn 
group recitation. 
Benediction 
Benediction of the Most Blessed 
Sacrament, of which Msgr. Bryd 
was celebrant, assisted by Father 
Melican, concluded the ceremony. 
The guard of honor headed the 
recessional and the 
St. 
Cecilia 
Chorus singing, “ Holy God We 
Praise Thy Name” followed as the 
statue of Our Lady of Fatima was 
canied by four Knights of Col­ 
umbus for enthronement in the 
Retreat House. 
The women of Garden 
served 
refreshments to Die public in the 
dining room at the Retreat House 
and the movie, “CALL THIS AND 
MORE” was shown in St. John's 
church. 
The movie with its set­ 
ting in Marygrove, and narration 
by Jim Ameche of Chicago was a 
climax of the services as well as 
the retreat which Father Weig- 
bert had concluded for twenty- 
NOTICE 


W e have moved to our new building at 
106 N. 15th Street 


(aerose from the Junior High) 


end ort now ready to offer our eubtomeri the following servieeti 


* drycleaning 
* water proofing 


• dyeing 
* hat blocking 


* zipper repair 
* moth proofing 


* alterations and repairs 
* rug cleaning 


Using the most modern equipment available 
Watch for our Grand Opening 
NU W AY CLEANERS 


( Formerly at I 209 Lud St.) . . . . 
"They're Like New When We're Thru" 


106 N. 15TH ST. 
PHONE 1051 


three women 
of 
the 
Escanaba 
Deanery of the M.D.C.C.W. 


No Increase In 
Ministers' Pension, 
Assembly Decides 
By ED EASTERLY 
CINCINNATI — m — A special 
committee 
“reluctantly’’ 
recom­ 
mended today that the Presbyter­ 
ian church in the U.S.A. not in­ 
crease the pensions of retired and 
disabled ministers. 
The committee had studied -a 
proposal to increase the minimum 
pension from $600 a year to $1200. 
To do this without endangering 
the pension system, the commit­ 
tee informed the Church’s general 
assembly, would require: 
(1) A 
$21,000,000 increase 
in 
the reserve fund, and 
(2) An increase of 27 per cent 
in (he amount which pastors and 
their churches now jointly con­ 
tribute to the pension fund. 
The committee expressed fear 
that such an increase in contribu­ 
tions might discourage ministers 
and their churches from partici­ 
pating in the pension program and 
.jeopardize the whole setup. 
The assembly, highest govern­ 
ing body of the church, is expect­ 
ed to agree with the committee. 
The church now pays pensions 
to 1848 ministers. But not all of 


...aet 


them get the $600 minimum, said 
Donald 
Hibbard, executive vice 
president of the board of pensions. 
Only those who served the church 
at least 35 years receive the mini­ 
mum. 
Some get as low as $27 a year. 
Others, who drew large salaries 
while active and made substan­ 
tial contributions, get as high as 
$2174. 
Additional Homes 
The “special committee on in­ 
adequate pensions” 
said 
it was 
concerned for those retired minis­ 
ters who received small pensions 
or none at all. 
So, to take care of impoverish­ 
ed 
clergymen 
and 
their wives, 
who must be supported in church- 
operated 
homes, 
the committee 
suggested the church spend $2,- 
000,000. 


The money would be used to 
build additional homes to care for 
300 
ministers 
and 
wives. The 
National Church now owns five of 
these homes. Presbyteries and lo­ 
cal churches own others. 
To raise the $2,000,000 the com­ 
mittee proposed that the churches 
contribute 
an 
amount 
equal to 
two per cent of their minister'* 
salary during the next four years. 
The present Presbyterian, U. S. 
A., pension system was set up in 
1927. A total of 7960 active min­ 
isters are contributing to it. They 
pay three per cent of their salary 
into the pension fund; the church­ 
es pay an amount equal to eight 
pcsr cent of the pastor's salary. 
The average pension of the pas­ 
tor retiring in 1950 was $690 48 a 
year. 
Besides the 1848 ministers 
drawing pensions, there are 1737 


ministers’ 
widows 
and 
231 or­ 
phans receiving payments. 
Last night approximately 2500 
delegates and visitors attended a 
worship 
service 
at 
which 
28 
church choirs sang. 
The principal speaker was the 
Bt. 
Rev. 
Henry 
Knox Sherrill, 
presiding bishop of the Protestant 
Episcopal 
Church and president 
of 
th* 
National 
Council 
of 
Churches of Christ in th* U S A. 
Bishop Sherrill told the Presby­ 
terians 
that 
the 
forces of evil 
were 
so great that 
no church, 
“howewe 
strong 
she 
may 
be,” 
could 
single-handedly 
conquer 
them. 
He said that hundreds of m il­ 
lions 
of 
persons 
still were not 
Christians and that the need for 
converting them provided “plenty 
of work for all” churches. 


STORE HOURS 
DAILY 9:30 - 5:30 
FRIDAY 9:30 - 9:00 
PHONE 207 


Styled for Better Fit 


W IT H A L L T H E F E A T U R E S 


OF A H IG H E R P R IC E D S U IT 
6.98 


C H O O S E F R O M 3 FAB. 
. „ 


I. Nyiow toto* o ceto to royon lo tto * . 


I. Myton ocetoto-rciyor lost** 


I. Novelty ripple cloth, rayon lotto*' 


Four-gore dressmaker sty!* with a KghMy-bo...'d bra 


cmd reinforced front for better support ond better 


•t. Ten inch zip in back, easy on— easy off. Con be 


worn strapless or halter fashion for swimming. First 


fabric in French blue, maize, chartreuse, black. Other 


fabrics in red, green, turquoise. Sizes 32 to 38. 


Happy Holiday! 


COME, GET YOUR 


ST O R E H O U R S : 
CLOSE 6 P.M. TU ESDAY 


Closed All Day Wednesday, May 30th 


A r m o u r 's S ta r Fam ous 
Tender 16-18 Lbs. S m ok ad 
HAMS 
Shank Portion.. u 49c 
Butt Portion. .. Lb 63c 
Conter Portion 
95c 
Whole How... Lb 59c 


Hot House Tomatoes 
Lb. 49e 


New Potatoes «.]££. • • ’EJ' 65c 


Each 39c 


Crisp 
to Heeds 29c 


Drawn, 2-3 Lbs. 


Prying Chickens 


kb 59c 


Jumbo Cantaloupes 


Head Lettuce 
. .2 


Ice Cream 
'Pk(. 


Fresh Pineapple 
-39c 


*-G «i 9 9 e 


AH M e a t Top G ra d e 
Skin less 
Wieners 


'of s t 
“ 61c 


Perfect for Picnics and Parties 
Jane Parker 
Potato 
Chips 


u . 
Chi. 


4&°* 27« 
65 


s o. 4 9 c 
Bac 


I % -2 Lb. Bonete** 


Smoked Butts 


* 79c 


Frankfurter Rods 
Jan* 
P arker 
ru g 1 7 - 
of 12 


Oscer M eyers— Picnic 
Delight 
Braunschweiger 


I O*. Pkg. 


Armour'* Summer 
Boatage 


kb. 79e 


Sliced A s s ’t 


Cold Meats 


vt Lh. 3 5 c 


Artnour's Star — 


Conned How 


Lb. 89c 


Cheddar Cheese 53 £3 “ 83c 


Bonds Sweet Pickles... 
29c 


Pork & Beans v“n Csmp* ... SS* 14c 


Salad Dressing fA.“ . . . S, 59c 


Del Monte Catsup . . . hb? 23c 


Eight O'clock Coffee 
£<77c 


Banquet Chicken Wk-1- ^ 
I >81 


Coca-Cola 
hi bandy ©hi. 
^ 


Sultana Plain Olives . . ^ 43c 


Chewing Gum V,::';. • • • ™ 
65c 


Popular Cigarettes 
***£.1*81 


cy 43c 
e 
e 
of 6 v 
Flu* Deposit 


terne H igh ASP Quality 


Ground Beef 


Lh. 64c 


J 


bpt 
>ACff TEN 
T H E 
E S C A N A B A - ( M I C H . ) 
D A I L Y 
P R ^ S I 
MONDAY, MAY M , 1961 ‘ 


ELEMENTARY GRADES’ ART EXHIBIT — The annual art e x ­ 
hibit presented by the elem entary grades at the Escanaba junior 
high school gym nasium attracted m uch attention on T hursday 
and Friday. Above, a group of children look up at a display of 


m arionettes. The exhibit w as arranged under the direction of 
Miss Joan Tvack, art instructor, and the var-iow* glade school 
teachers. (Escanaba Daily Press Photo*) 


Price Of Steak 


Bares Inflation 
/ 
Something Is Wrong 


In Washington 


R O B E R T C. RUARK 
NEW VORK— We had 
a steak 
5o» two at dinner last night, cook­ 
ed at home. It w as a little stringy, 
and somewhat tough. There was a 
nig blob of fat in the middle and 
a wide, decorative rim of fat all 
around, and a hunk of 
bone 
as 
thick as a dinosaur’s thigh on one 
side. Price: $4.05, and we got up 
hungry. 
I met a m anufacturer of 
arms 
not long ago. He makes carbines 
for the M arines 
to kill 
Koreans 
with. His carbines are roughly 110 
per cent. more 
expensive 
than 
they were w hen w e fought a two- 
front w ar only yesterday, against j 
the G erm ans and Japs. Some de­ 
fense materials, he said, were as 
much as 200 poi' cent over 
their 
World W ar II costs. 
I met a currently unpopular ec- 
conomist who perform ed well in 
World W ar TI who 
says 
angrily 
that there is no such thing as giv­ 
ing the people 
both 
guns 
and 
butter during 
a 
crisis 
w ithout 
wrecking their economy by 
run- 
thief Inflation. 
The 
competition 
fi r materials and labor for 
both 
drives basic costs crazy, and they 


Our Boarding Holts# 


never quit, as wages and 
prices 
chase their tails in a 
m addened 
circle. 
Meat Black M arket 
One of the 
big 
m eat 
growers 
calls m e a few days 
before 
the 
first controls go into 
effect, 
avid 
says calmly that the meat growers 
and the m eat packers will not al­ 
low 
governm ent 
reductions 
to 
work. And that 
a w orse 
black 
m arket than we 
saw 
i>n 
World 
W ar II is already abuilding. 
T hen the National 
Association 
of M anufacturers scream s for an 
: end of all controls, and recom ­ 
m ends sales tax on everything but 
food as an antidote for inflation. 
J can see the vastest of all black 
m arkets growing out of that one, 
and m y eyes ain't related to an 
eagle. 
Let us admit that economics is 
not m y 
pidgin, 
but 
I see 
the 
check stubs 
occasionally, 
and I 
know that guns are up. and steaks 
a re up, and butter is up, and cars 
are up 
and 
booze 
is 
up— and 
th ey ’ve all been soaring 
steadily 
o n c e the w ar quit. Not only have 
they soared, but the shortages in 
the civilian consumer stuff are a l­ 
ready apparent, and Charlie Wil­ 
son oi- somebody says it’s going to 
be tw o years before w e’re “ready.” 
It looks very much, then, as if 
we are in the process of giving the 
oeople neither guns no r 
butter 
tr e y can afford, and ham stringing 
them w ith taxes, while fighting a 
bush-league war. 
More Inflation 
It i* too late 
to 
bemoan 
tile 


shortness of sight, a polite 
word 
for stupidity, which prevented us 
from stockpiling necessities, hard 
goods, I n return for the 
money 
j we scattered so bravely after the 
war. We pay premium prices now 
for minerals and wool and such 
truck we 
could 
have 
taken 
in 
hock for moneys paid out. 
But we have piddled with infla­ 
tion checks for a year or so 
now' 
end 
have 
bought 
nothing 
but 
fresh inflation, fresh taxes, which 
have conspired to drive up prices 
rather than control them, and now 
are staring down the throat 
of 
severe shortages due 
to 
partial 
controls. 
So far as w’e, 
the 
consum ers 
and contributors, can 
see, 
that 


C cm ivtl 


Idiot’s Delight ballet in W ashing­ 
ton has done nothing appreciable 
to stem a rising tide of disaster 
from inflation. They have m um ­ 
bled some double talk and invok­ 
ed cold showers and brisk walks 
as a remedy, but up go the prices, 
up go the ta-xes. and down goes 
the value of w hat you buy. 
As I said, I claim no 
economic 
infallibility, but that d am n ’ steak 
was tough, skim py, and cost four 
bucks. There was 
a time 
when 
you could h av e bought the cow 
for that much money. T here’s got 
to be 
something 
wrong 
some­ 
where, and I suspect 
it 
is 
less 
with the followers than with the 
leaders, rf you will e*xouse the lat- 
ter expiession. 


By Dick Turner 


EGA.D/TvJiGGS/LET AAF WARM 
VOO — FLEMER. ME MT ION) THAT 
* 3 0 VOO LENiT 
t>A0y I ’l l RES/EGL T H e GRIPPING 
6TOCy O f HOSA) X USED IT T O 
AM UGLY M EN A CE 
FRO M H O O PLE 
MAMOR. 


W ith Major Hoool# 


y o u fo o l m e a b o u t a s 
MUCH AS A HALLOVUeerM 
PlMUKiM, M A 3 0 R /- « - 
you 6AME BELASCO BACK 
HIS ADVANCE BOARD) 
TO G ET H IM O U T /-*—■ 
w ir y d b e c a u s e h e 
H AD T A K E N a 3 0 6 K 
SMITH A N 
EMPLOYMCnJT 


“ Hereafter let’s not snicker quite so much at my golf 
swing, eh, Waldo Smiley?’* 


fide (Nonces 


x 


Bv Galbraith 


Out Our Way 
Bv Williams 


T H A T 5 A H O R S E / 
C A N 'T VOL) T E L L A 
H O R S E ? U S K IP S 
F O U N D A S W E L L 
B E D O F C L A Y A N D 
I W A S J U S ’ T R Y IN ' 
IT O U T T O S E E IF 
IT W O U L D M A K E 
OOO C E R A M IC S 
E C P O T T E R Y / 


W E L L , FOR. 
V. 
A F LA S H I 
\ 
T H O U G H T TH E 
D O G H A D — 
N E V E R M IN D 
WHAT I THOUGHT- 
W ARN M E IN 
x 
A D V A N C E * 
f 
\ 
I M E A N - * J 
j 


V 


WY iS- 


■ 


_ 


WMT MOTHERS ^ E T CRAY 
y» 
» 
sJ<? WlLwiA* 
’t?-1 t* 
-•**» 


5 2ft 


cor# 1*M ny M« SfRViCf IMC T M M 


id River 
Correction 
Joan Anderson is a m em ber of 
the Rapid River high school grad­ 
uating class. Her nam e was listed 
incorrectly as Junior Anderson. 
Personals 
Pvt. Horace LaB um bard of Scott 
Field, 111., is visiting his parents, 
Mr. 
and 
Mrs. Horace 
L aB u m ­ 
bard. 
Mr. and Mrs. Ray L aB um bard 
returned Wednesday evening from 
a three w eeks’ visit 
at 
Wayne, 
Mich., and Tipton, Mo. Mrs. Jim 
Prestage and three daughters of 
Tipton returned with them 
and 
w ill visit here three weeks. 
Mr. and Mrs. Ivan Wood and 
daughter, Mary M argaret, 
M ar­ 
quette, visited over the weekend 


at the Lawrence Hayes home. 
Mrs. Jo h n K itchen of Escanaba 
visited at the home of 
Mr. 
and 
Mrs F ra n k Young over the w eek­ 
end and was a guest at the p a n ­ 
cake supper at which the Youngs 
entertained at their camp S unday 
evening. 
F rank P earson and son, F rank, 
jr., arrived S aturday to spend sev ­ 
eral weeks at the ^Pearson hom e 
in Masonville. Mrs. Frank Pearson 
sr., is very ill at the home of h er 
son, Frank, jr., in Chicago and was 
not able to m ake the trip. 
Mr. and Mrs. Leo Cavill of K a n ­ 
kakee. 111., and Mr. 
and 
Mrs. 
Peck M artin and Charles H euff of 
Watseka, 111., are 
spending 
the 
week at the K en Scott cabin at 
Garth and are walleye fishing. 
Mr. and Mrs. Clete Raym ond 
and p arty of friends of Monroe, 


Funny Business 
Bv HershberQei 


•And now may I present the president of the Practical 
Jokers' Society 
■■■?’* 


Mich., are spending several days 
in the vicinity fishing walleyes. 
Jesse Harris, of Chicago, a for­ 
m er resident of Rapid River, is 
here for walleye fishing. He also 
is improving the property he pu r­ 
chased north of the high school 
and plans to m ake it his head­ 
quarters for fishing and hunting 
trips. 
Mrs. Ed G orham submitted to 


an emergency apendectomy at 81 
F rancis hospital Thursday. 
Mrs. A rthur Thivierge of S ha­ 
w ano, Wis., and Mrs. Delor Bunn® 
of Gladstone spent T hursday at 
th e Ned Short home. 
Douglas Deneau, infant son of 
Mr. and Mrs. W alter Deneau of 
Masonville was taken to the Uni­ 
versity hospital in Ann Arbor for 
surgical treatm ent. 


National Banner J 
HORIZONTAL 
I Depicted ie 
the flag oi 


6 —— ie this 
kingdom’s 
chief seaport 
1*8 Puff up 
14 Prevented 
15 Boy 
16 Devil 
18 Sorry 
19 Chinese 
measure 
20 Hardened 
22 Anent 
23 Atop 
25 German river 
27 Have on 
28 Evergreen 
trees 
29 Transpose 
(ab.) 
30 Not (prefix) 
31 Palm lily 
32 Greek letter 
33 Govern 
35 Entry in a 
ledger 
38 Units 
39 Tissue 
40 Two (prefix) 
41 Leaving a will 
47 While 
48 Goddess of 
infatuation 
50 Tumults 
51 Ready 
52 Freckle 
54 Get up 
56 Remnant 
57 Document 
addition 
VERTICAL 
1 Color 
2 Girl’s name 


3 Demented 
4 Diminutive 
suffix 
5 Bird’s home 
6 Detest 
7 Egg-shaped 
8 Sand hill 
9 Comparative 
suffix 
1 0 -------capital 
is Sana 
11 More costly 
12 Vipers 
17 An (Scot.) 
20 Saddest 
21 Precise 
24 Bear tales 
26 Weaken 
33 Food fish 


Answer to Previous Puzzle 
[Z 3 H C 3 W U IIH W I U U W H 
U H O Q H L iU h J l-t ■ u n u u 


G dnC S H 
r j J U U b l 
la n a rn 
H H l-4 1 3 
I* Cl 


e l t a w u 
Ll la k ill 
u i it ( a 


Kl U U U ■ HfcJEinEJl J12JU 
n iflM L llU L iU k J U M I ll ' 


34 


36 
37 
42 


♦3 
44 


It belongs to 
the ------ 
Nations 
Pass 
Conquer 
Iroquoian 
Indian 
Endorse 
t 
Blow 


45 Near 
46 Former 
Russian 
49 Finish 
51 Help 
m 
53 Thulium 
I 
(symbol) ^ 
55 “Smallest x 
State” (ab.) 
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Bugs Bunny 


Priscilla's Pop 
B v A i Verm aor 


W ELL, YOU 
C A U G H T 
M E IN A 
G O O D 
M O O D - 


By Chick Young 


S M 
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I HU NC MV PANTS CMLP 
THE CHAIR MV SHIPT 
ON THE DOORKNOB, 
MV TIE OVER THE MI PROP 
AND MY UNDERWEAR 
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Freckles And His Friends 
Bv Merrill BIormi 


T h e Cavae 
Be t w e e n 
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KINGSTON 
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Boots And Her Buddies 
By M ortal 


‘It’s like Dad sa y s— th e sm all business m an certainly 
bas no bed of roses these d ay s!'' 
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Complete Plans 


For Observance 


Parade To Feature 
Memorial Program 
Final plans for the 
observance 
ol M emorial Day here W ednesday 
have been announced 
by 
Leon 
Wood, publicity chairm an for the 
combined veterans committee 
in 
charge. 
Highlighting the observance will 
be a parade, starting at the A. F. 
Hall stadium and proceeding 
to 
the soldiers’ m onum ent at the in ­ 
tersection 
of 
Elk 
and 
River 
streets. From the m onum ent 
the 
procession will 
march 
through 
the eastside business district and 
return to the m ilitary m onum ent 
near the stadium. The parade will 
be 
disbanded 
at 
the 
stadium 
w here a program will be present­ 
ed 
In event of heavy rain the p a r­ 
ade will be cancelled and the pro­ 
gram will be held in 
the 
high 
school 
auditorium , 
starting 
at 
10:30 a rn. 
P arade units are to report at 
the stadium at 9:30 a. rn. 
W ed­ 
nesday, and all units are asked to 
be in position by 9:45. The pro­ 
cession is to start at. IO. 
The order of march follows: 
Officer of the Day, Col. 
John 
W Kelly 
C om m anders of veterans organ­ 
isations 
Massed colors and color guards 
Drum and bugle corps 
Firing squad 
Honorary officer 
of 
the 
Day, 
Heady Jah n 
Veterans of 
DAV, 
VFW 
and 
American Legion 
M anistique Municipal Band 
Gold Star 
Mothers. 
(Vehicles 
will be provided for them ) 
Auxiliaries of DAV, VFW and 
Legion 
Seniot High school band 
Roy Scouts and leaders 
Girl Scouts and leaders 
Ju n io r High school band 
Nat im a1 G uard vehicles 
Rev Edgar Smith, pastor of the 
First M ethodist church, will 
de­ 
liver the Memorial Day address at 
the stadium program. 
A baseball game in the a fte r­ 
noon between Gladstone and the 
Manistique Cardinals 
will 
con­ 
clude the 
day’s 
activities. 
The 
gam e is called for 2:30 at the fair­ 
grounds diamond. 


Briefly Told 
Volunteer Firemen— The vol un- j 
teer firemen will m eet tonight at ! 
7 o’clock at the fire hall. 
• 
• 
• 
Rummage 
Sale— T he 
Pythian 
Sisters will hold a rum m age sale 
on Friday, Ju n e I, at 
the 
Ford 
garage, starting at 9:30 a. rn. 
* 
a 
* 
jjjdeets 
Tonight— T h e Am erican 
Legion will m eet tonight at 8:00 
o’clock in the Legion club rooms. 
Guests are to attend at 9 p. rn. A 
good attendance is desired. 
* 
* 
rn 
Prayer Circle— The pray er cir­ 
cle of the First M ethodist church 
will m eet Tuesday at 7:30 p. rn. 
in the parsonage. 
All m em bers 
are asked to attend. 
* 
# 
• 
K ing’s 
Daughter’s— The K ing’s 
D aughters of the Bethel Baptist 
church will m eet Tuesday even­ 
ing at 8 o’clock iii the church p ar­ 
lors. 
Mrs. John Blomquist, Mrs. 
Joseph Nelson, Mrs. Raym ond Hill 
and Miss Alice Peterson will be 
hostesses. 
All m em bers are urg­ 
ed to attend. 


To Reorganize 


Softball Loop 


Meeting Slated 
For Wednesday 


Reorganization of the city soft­ 
ball league will tdke place at a 
m eeting Wednesday 
evening 
at 
tire city hall, it is announced by 
T. 
H. 
Reque, 
city 
recreation 
director. The m eeting is sched­ 
uled for 7:30. 
Captains and sponsors of 
last 
y ea r’s teams, and any players who 
care to attend, are invited to be 
pi esent. 
The league last season was com­ 
posed ol four teams, with 
games 
taking place on the court 
house 
diamond. Games this season also 
will be played on the court house 
grounds. 


Elks Winners 


Are Announced 


Tigers Take Title 
In Second Half 
F irst place in the second half 
ot the Elks bowling league 
was 
taken by the Tigers, it is reported 
by Earl LeBrasseur, bowling sec­ 
retary. 
The C -L team, which won first 
half honors, will m eet the Tigers 
in a special match to decide the 
season’s cham pionship at the an ­ 
nual fall bowling banquet. 
Personnel of the two team s fol­ 
lows: 
Tigers— Tony Bucsh, Jo h n Kas- 
un, Ray K nauf, Leonard 
Males, 
Alvin Nelson and P eter Stamness. 
C -L — Ed Bucsh, E verett Cook- 
son, Ronald Fiegel, George Mero, 
Clarence Peterson, H arold Plicha 
and John Raff ay. 
The 
Toolm akers 
took 
second 
place during the 
final 
half 
of 
bowling, and there is a tie 
for 
third betw een Van E yck’s and the 
Chevs. f’ifth place 
w ent 
to the 
L um berjacks, but ties exist 
for 
sixth place betw een 
th e E thiop­ 
ians and 
B arn ey ’s 
and for 
the 
eighth 
place 
between 
M alloy’s 
and M orton’s. 
The league was composed of 16 
learns, and th e eight w inners will 
share in th e prizes. 
The 
losing 
eight team s will be either M or­ 
ion’s or M alloy’s, 
depending 
on 
which gets the eighth 
spot, 
and 
the following: S chuster’s, Inland, 
C-L. Browns, Liberty, P ap erm a k - 
ers and Eat Shop. 
M em bers of the 
losing 
groups 
will finance and 
serve 
the 
lait 
howling banquet. 
The bowling secretary announc­ 
ed that tied team s should get to­ 
gether im m ediately 
and 
decide 
methods 
of 
breaking 
the 
ties, 
either by howling, cutting 
cards 
or flipping coins. 


T om Bo l g e r 
M a n a g t r 
GLADSTONE 


Ph o R* 1 7 4 1 
R i a l t o Bidi. 


LEARNS PHOTOGRAPHY — Pfc. 
Jam es L araby, 
son of Mr. and 
M rs. L arry L arab y , Kipling, us­ 
ing process c a m e ra at Scott Air 
Force Base, Bellville, 111., where 
he has been stationed. Pfc. Laraby 
is now on leav e visiting his par­ 
ents. 


Cub S 
Season 
Picnics 


'tuts Conclude 
With Annual 
On Weekend 


Lin. 
Cub packs at Lakeside and 
poll) schools concluded their sea­ 
son’s activities last weekend with 
their annual picnic. 
The Lincoln pack held its pic­ 
nic Friday afternoon at the In­ 
dian L ake State Park and the 
Lakeside 
group held 
its 
outing 
Saturday afternoon. 
Parents and 
Cubs attended. 


Name Committee 
Schools Get 
On Bandshell Plan Kfnfp Fllflfk 
lVlf'mhor«s 
nf 
tho 
TV1 n ist in lip I 


FRESH-FROZEN 


C A N DIES 


Butter- cream* 
or Assorted 
Chocolates 


From tho 
<3onmtcW>ay x i r c H 
f n s 


Now on Sale iii 
M A N ISTIQ U E 


— At— 


Smith s Central Market 


Northern Woolen Coods 
Store 


Hoholik's Dairy Bar 


M em bers 
of 
tile 
Manistique 
bandshell com mittee 
have 
been 
announced as follows by Ernest 
Eckland, general chairm an: 
C o-chairm en: L. E. Wilson and 
T. H. Reque. 
P roject engineering: John Mof­ 
fat, H. W. Heideman, Renold A n­ 
derson, Bud Malloy, O. F. Smits 
and Earl LeBrasseur. 
Publicity: William Norton, Rob­ 
o t Kline, Edwin Thompson, Mrs. 
E. T. Lundstrom and Mrs. C. A. 
Makel. 
Finance: Robert Schmeling. 
Treasurer: Roy Anderson. 
Public 
relations: Rev. 
F. 
M. 
Scheringer and A rth u r Allen. 
Solicitors: C. E. Leonard, L aw ­ 
rence Gorsche, Robert Orr, Rus­ 
sell Brunet, Donald M ePhail and 
E rnest Hoholik. 
As the project gains 
m om en­ 
tu m other mem bers may bo added 
to the 
committee 
organization. 
E ckland reported. 
First fund-raising 
project 
of 
the com mittee is the Tim bertrail 
and bandshell benefit show, to be 
given on Wednesday and T h u rs­ 
day evenings, Ju n e 6 and 7, at 
the Oak theatre . 


3rd Apportionment 
Is Received 
Here 
The 
third 
apportionm ent 
of 
slate aid to schools, am ounting to 
5.41,208.61, has been received by 
L aura A. Williams, county treas­ 
urer, and distributed to the v a r­ 
ious school districts of the coun­ 
ty. 
A m ounts 
allocated 
to 
each 
school district follow: 
Doyle. $3,195.39; G erm fask, $3,- 
929.81; H iaw atha, 
$2,818.03; 
In­ 
wood, $8,088.06; Manistique. $3,- 
697.06; M ueller, $851.86: 
Seney, 


S I , IOO.74; 
Thompson, 
$702.35: j 011 


l i l y of M anistique schools, $16 
825 31. 


Dinner At Golf 


Club Wednesday 


Annual Memorial Day 
Event Arranged 
Ladies 
of 
th e 
golf club 
are 
sponsoring th e ir an n u al Memorial 
Day dinner at th e clubhouse Wed­ 
nesday evening. 
Serving will be 
from 5 to 7 an d th e event is open 
to the general public. 
A tw o-ball foursom e 
will 
be 
held during the afternoon. 
In charge of activities for the 
day is a co m m ittee formed by Mr. 
and Mrs. G. E. Dehlin, Mr. and 
Mrs. 
O'Neil 
D ’A m our, .Mr. and 
Mrs. Lewis N. Em pson, Mr. and 
Mrs. 
M. 
J. 
N ev e au x and Miss 
Helen Erickson an d George Per­ 
rin. 
Thursday th e re w ill be regular 
ladies’ day play an d a 12:30 noon 
luncheon will p recede the golf. 
In charge on T h u rsd ay are the 
Mines. 
N orm an 
Knutscn, D. A. 
Mathison, Cliff K in n ie and Jame 
Cannon. 


Class Banquet 


This Evening 


Seniors To Present 
Program Tuesday 


M em bers of the Class ol 1951, 
G lad sto n e High school, are h a v ­ 
ing th e ir class banquet this ev en ­ 
ing at th e Yacht club. 
T h e annual com m encem ent e x ­ 
ercises started Sunday ev en in g at 
th e auditorium with th e B acca­ 
la u re a te delivered 
by 
th e 
Rev. 
C.V.S. Engstrom, pastor 
of 
the 
M ission Covenant church. 
T u esd ay 
evening 
the 
an n u al 
Class N ight program will be p re ­ 
sented. 
In addition to th e sa lu ­ 
tatory an d valedictory, this p ro ­ 
g ram is 
always 
highlighted 
by 
p rese n tatio n of awards an d n a m ­ 
ing of th e Best All A round Girl 
an d the University of 
M ichigan, 
D elta C ounty club, Boy. 
T h e Class Night program : 
T h e Billboard March, K lo h r— 
(H igh School Band) 
S alu tato ry 
Address — G ladys 
L am berg. 
C om m endation Awards — S tu ­ 
d en t 
Council, John N orton, Jr.; 
M usic, P a u l Cowen. 
Scholastic Awards — B est All 
A ro u n d 
Girl, Supt. W. C. C a m e r­ 
on; U. of M. Club, Supt. W. C. 
C am eron. 
G aiety Polka, Hartley ■— (Bill 
C annon, Baritone 
Horn 
Soloist) 
(H igh School Band) 
P re s id e n t’s Address, H a rry Ra- 
jala. 
J u n io r Response, Roger 
B eau ­ 
cham p. 
I L ove A Parade, A llen— (H igh 
School B and) 
Playlet 
Scene— Railway 
Depot. 
C lass Will—Margaret E rickson, 
Dollie Olson, Beverly Louis. 
Class History — Gladys L a m ­ 
berg. Jo a n Beveridge. 
G iftato ry — Bette Oilman, H arry 
R ajala. 
P ro p h e c y —Alger 
Strom , 
Je an 
S tro m , Beatrice Nebel. 
V aledictory, Jean Strom . 
T h e I.B.A. 
March, 
W a te rs— 
(H ig h School Band) 


Gladstone Will Stage 
Roleo On 4th Of July 


City Briefs 


To Start Juvenile 
Baseball On June 
12 


he 
Juvenile baseball 
will 
D e 
o r ­ 
ganized in M anistique on Tues­ 
day, J u n e 12, it is reported by 3’. 
H. Roque, city recreation director. 
Mite and midget groups, com ­ 
posed of pre-teenagers, 
will 
be 
form ed into several teams, and in 
addition one team 
composed of 
juniors will be organized. 


NOT SO SLUGGISH 
rile American cham eleon is a 
lizard, but of a different family 
from the true chameleons. It is 
found in Cuba, Florida, and other 
southern states, and is m ore agile 
and less sluggish than its Euro­ 
pean cousin. 


OPENING TUESDAY 


Auvinen's Grocery 


Manistique Heights 


Open every day and evenings 


including Sundays 


Mrs. Clinton Larson and baby 


j Michael of Thom pson, left S atu r- 
| day for Racine. Mr. Larson is em - 
j ployed in Racine and they expect 
I to m ake th eir hom e there. 
Miss Florence Lasich of Chicago, 
left S atu rd ay to return 
to 
her 
home after visiting with h er p ar­ 
ents. Mr. and Mrs. F rank Lasich 
of Manistique. 
Mrs. 
L eonard 
Richards 
and 
daughter, 
Lenore, 
of 
T raverse 
City, arrived Friday to visit rela­ 
tives here for several days. 
Mrs. 
Richards also will attend the dis­ 
trict R ebekah convention in Gould 
City Tuesday. 
The Richards are 
former residents of M anistique. 
Mrs. Ethel Hoppms is a patient 
at 
the U niversity hospital, Ann 
Arbor. 
Mr. and Mrs. Tony Bucsh and 
grandson. Larry, are visiting Mrs. 
Bucsh’s motlier in Detroit. 
Mrs. Alvin Winkler, and d au g h ­ 
ter, Starlet, have returned alter 
spending the w eekend in Isabella 
visiting relatives and friends. 
Bruce 
Pliehta, 
of 
M arquette, 
visited over the weekend w ith his 
pa rots, 
Mr. 
and 
Mrs. 
H allod 
Pliehta, Delta avenue. 
Mr. and Mrs. 
Tom 
Rich, 
of 
M arquette, visited S aturday at the 
Harold Pliehta hom e here. 
Pvt. W illiam 
Vallier, 
of 
Sel- 
1'ridge Field, and William Matson, 
of Detroit, w ere weekend visitors 
here with friends and relatives. 


Elaine J. Miller, 
Gilbert Norden 
Married Saturday 


Miss E laine J e a n Miller, daugh­ 
ter of Mrs. 
M a ria n 
Miller, 101 
South 9th street becam e the bride 
of Gilbert N orden, 
son of Mrs. 
Ruth Norden, 818 Minnesota ave­ 
nue, at a cerem o n y perlormed by 
Rev. Fr. M att LaV iolette at 4:30 
Saturday 
afternoon 
in 
All 
Saints 
Rectory. 
The bride w as attractive in a 
ballerina length 
gow n of white 
chantilly lace o v er white taffeta, 


J styled with a fitted bodice and 
matching lace ja c k e t with a queen 
Anne collar an d 
long 
tapering 
.sleeves com ing to points at the 


City Briefs 


M rs. Jo h n D. Staple of G la d ­ 
stone, left Saturday for C hicago 
to visit for the weekend w ith r e ­ 
latives. 


McMillan 


Jo se p h Thorley who is a p a tie n t 
in th e M emorial hospital at M a n i­ 
stiq u e is reported as im proving. 
M r. and Mrs. Phin W alsh and 
d a u g h te r Gail Ann have r e tu rn e d 
hom e following a visit with frie n d s 
and relatives in Detroit and points 
in Ohio. 
W illiam Morden has re tu rn e d to 
P o rt H u ro n where he is em p lo y ­ 
ed a fte r spending a few d ay s here 
w ith his family. 
M r. and Mrs. Archie M acau lay 
had as th eir guests recently th e ir 
d a u g h te r and son-in-law, M r. and 
M rs. R o b ert Hamel and d a u g h te r, 
S h a ro n of Chatham 
and 
th e ir 


Isabella 


M A N IS T I Q U I 
Evenings 7 
O A K 


Last Times Tonight 
"KIM” 
( I et him uloi) 
(Errol U n nu—Pean Murk well 
N ttvvs 


3 T H E A T R E S 
and 9 p. rn. 
C E D A R 


Tonight and Tuesday 
‘Three (iuv s Named 
Mike” 
Jane U n man—Van Johnson 
News and Selected Shorts 


Tuesday at the Oak 
“THE H E A T S ON’’ 
Mar West - Victor Moore - Mililani Gaston 
Selected Shorts 
' 


l’ie Social At Isabella 
ISABELLA -The Congregation- 
I a1 Ladies' Aul society will spon- 
; sol’ a pie social at the Isabella com ­ 
munity building Decoration Day, 
I Wednesday, May 30, beginning at 
2 p. rn. The public is invited. 
Briefs 
Miss Helen McClellan of Esoa- 1 
iKiba is spending several days at 
the Ell Olson hom e at Pine Grove. 
Mr. and Mrs. Clarence Dupuis 1 
and daughters, Jackie and Jill, of 
Lake Linden are 
spending 
the 
weekend at the home of Mrs, Du- I 
puis’ parents, Mr. and Mrs. Willi- I 
am Bonitas. The.v attended com- j 
meneem ent 
exercises 
of F. W. 
Good school at Nahm a last even- I 
mg at which Arlene Bonitas re- I 
co v ed her diplom a. 
Mi 
and Mrs. Arval Sundin, sr.. I 
and Mrs. Harvey 
Sundin 
spent j 
Friday at the Edwin Sundin home 
in M anistique. 
I 


wrist. 
Her sh o u ld er length veil | d a u g h te r Grace Macaulay, w h o is 
of illusion w as held in place by a 
Juliet cap of open lattice work. 
She carried a w h ite colonial bou­ 
quet of carn atio n s centered with 
red roses. 
The bridesm aid. 
Miss Dolores 
Marmiliek, 
chose 
a 
ballerina 
length gown of w hite silk sheer 
with 
em bossed 
appliqued 
dots 
over white taffeta fashioned with 
a tucked bodice an d 
peter 
pan 
collar. 
She w o re a small juliet 
cap of open lattice work design 
and carried a colonial bouquet of 
mixed spring flow ers. 
Robert 
G agnon 
served 
the 
gloom as best m an. 
The bride’s m o th e r was attired 
in a navy blue dress with white ' 
accessories. 
R ed 
roses 
formed J 
her shoulder corsage. The groom’s j 
mother wore a w h ite print dress 
with m atching accessories and a 
corsage of m ixed flowers. 
J 
A reception, w ith over one hun- 1 
died guests atten d in g , was held j 
at the home of the b rid e’s mother, j 
The table w as attractiv e with a 1 
lace tablecloth centered with the 
tiered w edding cak e and lighted 
tapers. 
Miss E laine 
Ross 
pre­ 
sided at tin1 silver 
service 
and 
Miss Nancy S ab o u riu served the 
cake. 
The newly w eds left on a w ed­ 
ding trip to G reen Bay, Wis., alter 
which they will m a k e their home 
at 1414 Lake S h o re drive. For her 
going away out lit th e bride 
a pink crepe d ress trimmed 
rhinestone buttons and Peter Pail 
collar with w h ite accessories. 
The brule a tten d e d All Saints 


a n u rs e at the Sparrow h o sp ital 
in L ansing. 
M r. an d Mrs. Francis M c K in n ey 
h av e retu rn ed home follow ing an 
ex te n d e d visit in the 
east 
and 
south. 
W illiam McLaren who h as been 
receiving medical treatm ent a t the 
T a h q u a m en o n General h o sp ital in 
N e w b erry the past several days 
was discharged and re tu rn e d to 
his hom e Thursday. 
Miss Dorothy Snyder w’ho is e m ­ 
ployed at the New berry S ta te h o s­ 
pital has returned to her d u tie s at 
tin' hospital after spending a few 
d ay s here at the home 
of 
h er 
] m other, Mrs. Oretta Snyder. 


I 
Rev. and Mrs. John Brodie spent 
W e d n e s d a y 
in Germ fask 
w h ere 
; Rev. Brodie mot with Rev. Jo h n 


I M eredith 
of 
Marquette, d istric t 
su p e rin ten d en t of U. P. 
M e th o ­ 
dist churches. 
Mr. and Mrs. 
Carl 
H am m o n d 
h av e retu rn ed home follow ing a 
business 
trip to Wisconsin. 
Mr. 
H am m o n d who for a n u m b e r of 
years prior to leaving for th e w est 
coast had been employed in the 
Jo h n S k in n er store has ag ain ac­ 
cepted a position in the store. 


Gladstone will stage a national 
championship log birling to u rn a­ 
ment 
on 
W ednesday, 
July 
4, 
George 
M athison 
announced to­ 
day. 
Mathison said he had contacted 
James 
R unning 
of 
Eau Claire, 
Wis., national cham pion, who said 
he would certainly enter the roleo 


Eighth Graders 


To Be Graduated 


Exercises Tuesday At 
All Saints Church 
Forty- five eighth graders of All 
Saints school w ill be graduated at 
commencement 
exercises 
to 
be 
held in All Saints church Tuesday 
evening at 7:15. 
The graduates will m arch from 
the school to th e church led by 
James Belongie as Cross Bearer, 
John Anderson and P eter Stock 
as Acolytes and M argaret Clark, 
Darlene 
Royer, 
Pam ela H ardy, 
Mrlene 
G oudreau, 
Connie 
Van 
Daele, Judy Norton and Jo Ann 
Creten as Bower girls. 
The 
following 
program 
will 
mark the exercises: 
Processional. 
Hail Virgin D earest Mary. 
Com m encem ent 
Address — The 
Rev. Matt LaViolette. 
Conierring 
of 
Diplomas— The 
Rev. Matt LaViolette. 
Presentation 
of 
gold 
waist 
watches to the girl and boy with 
the highest scholastic standing. 
Conferring 
of 
Palm er method 
writing certificates. 
Benediction Service. 
Ecce Panis A ngelorum 
Tantum Ergo 
Hail Virgin D earest M ary by 
Walters. 
Recessional. 
Pupils of the sixth and seventh 
grades 
will 
sing 
for the com ­ 
mencement exercise. 
The gold w rist w atch given to 
the girl of the graduating class 
with the highest scholastic stand­ 
ing is donated by All Saints Guild 
and that given to th e boy with the 
highest scholastic rating is donat­ 
ed by the Holy N am e society. 
The graduates: 
Robert 
Belongie, 
John 
Berg, 
William B erglund, M ary Jo Bol- 
ger, 
Carl 
Bovin, 
Duane Bovin, 
Donna 
Brandi, 
Jam es Bratonia, 
Mary Beth C annon, Roger C arl­ 
son, Joseph DeM ay, Lorraine De 
Menter, M arlene D ueheny, Joyce 
Ann Farrell, B etty Ja n e Gardner, 
Charles G oldsw orthy, Betty Ju n e 
Kennedy, Jo an itta LaLonde, P a ­ 
tricia Ann LeClaire, Barbara L u- 
dick, Carol A nn M ackie, Michael 
Maskart and L ee Meilleur. 
John C. Miller, Donald Mineau, 
Ronald 
M ineau, 
Shirley Moore, 
Barbara Peterson, Arlene Pickard, 
James Pilon, R onald Pilon, John 
Quinn, 
Thom as 
Quinn, 
Janice 
Rabitoy, 
R ichard Rabitoy, Quin 
Rasmussen, 
J a n e 
Ross, 
Arlene 
Sinclear, Eileen Sinnaeve, Robert 
Tardiff, Richard Thompson, Bev­ 
erly Tinder, R onald Vanderberg, 
James Waeghe an d Iris Zimmel. 
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Lrlad- 
The 
Stools 
Man­ 
ager at the local R* 
Owl 
tore 


Pine Ridge 


Mi 
Mary B ru y e re returned lo 
hoi home in E scanaba 
Wednes­ 
day atter spending three days at 
the Charles S ed en q u ist home. 
Sunday visitors at the Richard 
Jungles home 
w ere 
Mrs. 
John 
Marek, C laude M arek, 
Mr. 
and 
Mrs. Francis B auknecht and sons 
Bonny and Billie 
Mr. and Mrs. Lenin St. Juliana 
ol Iron M ountain visited 
at the 
Borman hom e S u n d ay . 


At Play 
Marie L eC laire, 
and 
Mrs. 
A l­ 
d a n e , suffered a c ra c k - 
1 ed cheek bone when she collided 
i w ith K enneth Taylor w h en both 
! ran to catch a fly ball w hile p la y ­ 
ing W ednesday evening. S h e w as 
ta k en to St. Francis hospital. K e n ­ 
neth escaped with a black eye. 
School Baseball 
T h e Schaffer 6th 
grade 
girls 
| d efeated the Bark River 7th g ra d ­ 
ers W ednesday afternoon at B ark 
I River. 29 to 18, and the S ch affer 
1 boys w ere shut-out by B ark R iv ­ 
er, 7 to 0 
Summer Vacation 


I 
" T h e Schaffer school will close 
T h u rsd ay . 
May 31. for su m m e r 
j vacation. There will be no school 
i W ednesday, Decoration Day. 
Personals 
Pvt. and Mrs. Earl J u n e a u of 


I F ort L eonard Wood. Mo., a re at 
1 the Joseph Fiossard hom e 
four 


I days enroute to California. Mrs. 
j J u n e a u is the former Joy ce F ro s- 
i said. 


Coterie 
Mrs. George Kelly will be hos­ 
tess to the m em bers of the Coterie 
on Tuesday afternoon at 3 o’clock 
at her home. Mrs. Sidney 
Rid­ 
ings will give the C urrent Article 
and Mrs. H. J. Skogquist is to re­ 
view the life of th e artist, Norm an 
Rockwell. 
• 
• 
• 
Sally A nn’s Party 
Sally Ann M alnar, daughter of 
Mr. and Mrs. F red M alnar, cele­ 
brated her 8th b irth d ay anniver­ 
sary which fell S atu rd ay by en­ 
tertaining a group of friends F ri­ 
day afternoon at h er home. 
Games w ere played with prizes 
being aw arded 
to 
Patsy 
King, 
Karen Lake, B onnie M alnar and 
Henrietta DeBroek. 
A tasty 
b irth d ay luncheon was 
served at 
5:30. 
Centering 
the 
table was a b irthday cake attrac­ 
tively 
decorated 
in 
pink 
and 
white. 
Sally received m any gifts from 
her guests who w ere K aren and 
Dinah Lake, 
D urelle 
LaLonde, 
Carol and S haron Creten, Patsy 
King, 
Peggy 
Pickard, 
Sandra 
Bruner, 
Shirley 
and 
Henriette 
DeBroek and S a lly ’s sisters, Nina 
Lee and Bonnie Je an , and brother 
Fred. 


LIKE SOME 
ADDITIONAL 
MONEY? 


You can m ake.it this summer by planting Refugee Green 
Beans lor Country Gardens. High as 9 cents pound paid. 


For contracts sec, w rite or phone 
JACK ULRICH - LOUIS BERRO 
Country Gardens 
Gladstone 
Route I. Escanaba 


to delend his title. Running, who i 
is also a noted ski jum per, sue- j 
cesstuJly defended the cham pion­ 
ship at Gladstone in 1949 
Lowell 
Girard 
of 
Gladstone, 
Marc 
Olson, 
birler 
and h o ck e y 1 
star of Escanaba, and others will ! 
enter the contest. 
Bait and fly casting exhibitions : 
and other special events are plan­ 
ned during the day. 
This Week magazine is .sending ’< 
a w riter to cover the roleo. W rit­ 
ers and photographers, who will 
be attending the national conven­ 
tion of the Outdoor W riters Asso­ 
ciation of America in Escanaba, 
will be invited to attend. 
Mathison said the birling to u r­ 
nam ent 
would 
be conducted on 
reduced budget. 
Patricia Miller 
Becomes Bride Of 
William J. Rajala 


Miss 
Patricia 
Lou 
Miller, 
daughter of Mr. and Mrs. W. C. 
Miller, 1302 
Delta 
avenue 
and 
William 
Jam es 
Rajala, 
son 
of 
Mrs. Doris Rajala, 511 N orth 10th 
street w ere united in m arriage at 
a double ring cerem ony perform ­ 
ed by the Rev. Glenn Kjellberg 
on S aturday evening at 8 o’clock 
in the M emorial Methodist church. 
Apple and cherry blossoms and 
lighted tapers in candelabra form ­ 
ed the church decorations. White 
satin 
bows 
m arked 
the 
pews 
w here the guests w ere seated. 
Mrs. Edw ard Olson, Jr., church 
organist played a prelude of or­ 
gan music as the guests w ere as­ 
sembling and the traditional w ed­ 
ding m arches. 
M arlene Johnson, 
soloist, sang “ Because,” “ I Love 
You T ruly,” and ‘O P erfect Love.” I 
The bride was escorted up the 
white carpeted aisle on the arm of 
her fath er who gave her in m a r­ 
riage. 
H er bridal gown of white, 
metallic brocaded satin, w as styl­ 
ed with a short jacket having a 
full 
back, stand up collar 
and 
long pointed sleeves. 
T he bodice 
of the dress was tight fitting with 
a panel of w hite net in the front 
of the skirt which tapered into a 
full back. 
A tiara of seed pearls 
held her fingertip veil of illusion 
in place. 
She carried a bouquet 
of w hite carnations centered with 
pink roses forming a heart, 
and 
pink rose stream ers. 
Miss R uth Miller, 
the 
bride’s 
sister was m aid of honor. 
She 
wore a blue taffeta 
faille 
dress 
fashioned with a fitted bodice, net 
yoke, cap sleeves and ballerina 
iength skirt, w ith a m atching hat 
and gloves. 
She carried a bou­ 
quet of m ixed flowers. T he bride­ 
groom ’s sister Alma was brides­ 
maid. 
Her gown was pink taf­ 
feta faille, styled like that of the 
maid of honor. 
She wore m atch­ 
ing hat and gloves and carried a 
mixed bouquet. 
H arry R ajala served his brother 
as best m an. 
Bill Cannon and 
Tom m y LaLonde ushered. 
For 
h er 
d aughter’s 
wedding 
Mrs. Miller chose 
a 
navy 
blue 
sheer dress 
with 
pink 
beaded 
neckline 
and 
navy 
accessories. 
Mixed 
flowers formed h er cor­ 
sage. 
T he groom ’s m other wore 
a brow n suit w ith w hite accessor­ 
ies and a corsage of w hite roses. 
A reception was 
held 
at 
the 
bride’s parental 
home 
im m ed- > 
iatelv after the wedding. O ver two 
hundred and fifty guests attended. 1 
The three tiered bridal cake had 
pink roses on the second layer I 
and was topped with a heart shap­ 
ed fram e centered with the tra ­ 
ditional 
m iniature 
bride 
and 
groom. 
Lighted tapers in silver j 
holders w ere placed at either side j 
of the cake, and bouquets of m ix- | 
ed flowers w ere placed 
at 
the i 
ends of the table. 
Following their wedding trip to 
an undisclosed 
destinatioh 
they J 
will reside at 2241 Pierce Street, , 
N. E. Minneapolis. 
The bride is j 
em ployed at the 
First 
National i 
Bank in 
Minneapolis 
and 
the 
groom at the Waldorf Paper com- ! 
puny. 
They are 
both 
graduates 
of 
G ladstone 
High 
school 
class of 
1950. 
Out of 
town 
guests 
attending 
were, Mr. and Mrs. H. J on*.tad, ! 
Ridgeland, Wis., Mr. 
and 
Mrs. 
Asher S heppard and family, C ur­ 
tis, M ieh, Mr. 
and 
Mrs. 
Louis 
Miller and family and Mr. and 
Mrs. S. C. Miller and family, Bat­ 
tle Creek, Mich, 
Mrs. 
E dw ard 
Foster, 
Minneapolis, Minn., Mr. 
and Mrs. K. C. Sailors, G ary, Iud., 
Mr. and Mrs. George Selling and 
Mrs Sam Allen, Manistique, Mich. 


SPEA KS 
VOWS — Mrs. J a m e s 
LaLonde who w as m arried S a tu r ­ 
day, 
May, 
19, 
at 
All 
S ain ts’ 
church is the form er A lberta B r a ­ 
tonia. daughter of Mr. and Mrs. 
A lbert Bratonia. The new lyw eds 
will live in G ladstone. (R idings 
Photo) 
School Election 


Set For July 9 . 


Terms O f Hult And 
Johnson Expire 
The 
annual 
election 
of 
th e 
G ladstone school district will be 
held on M onday, Ju ly 9. 
Two m em bers of the board of 
education are to be nam ed, the 
term s of Dr. O. S. H ult an d Soren 
Johnson expiring. 
Registration m ay be m ade any 
tim e during the period from J u n e 
9 to 30. 
However, anyone registered at 
the city hall for the general elec­ 
tions need not register as these 
lists are used at the present tim e 
as registration 
lists 
for 
school 
elections. 


Phil Creten Tops 
Classmates At G H S 
In Extra Activities 


Phil Creten took top honors in 
extra curricular activities am ong 
m em bers of this years G ladstone 
high school graduating class. 
In 
second place is Jam es LaLonde. 
Both w ere prom inent in athletics 
during their high school careers. 
In third place is B ette O hm an. 
O thers in the first ten, listed as 
they 
placed, ai’e W alter Sutter, 
Tom 
Wiltong, 
Jo h n 
Syverson, 
B arbara Nivison, W illiam S u n d - 
ling, L arry L av e lle 
and 
G erald 
Lancour. 
Only one of the first ten is a girl 
which reverses the situation e x ­ 
isting during 
the 
past 
several 
years. 


Plan Examination Of 
Confirmation Classes 


Public exam ination of m em bers 
of the senior confirm ation class is 
to be m ade at the First L u th era n 
church this evening at 7:30. T u es­ 
day afternoon a t 4 there will be a 
w ritten exam ination for the ju n ­ 
ior 
confirm ation 
class 
and on 
T hursday at 4 a w ritten ex am i­ 
nation for the senior confirm ation 
class. 


Classified Ads cost tittle but do a 
bis Job. 
RIALTO 
NOW SHOWING 
Mr. Speed and 
Miss Spitfire 
meet head-on! 
cumK A R I 
barbara ■ 


First time iii a feature film . 
Thrill to Chitwood’s H ell 
Drivers! 
SHOWN AT 8:*5 P. M. ONLY 
CO-HIT 


Tke West’s £ 
Terror 
Train I 


M 
M 
M 


StaphM (CRUIT • Nu b a m 
SHOWN AT «:4S ANO »:&& P. Id. 


PACS TWELVE 
T H E 
E S C A N A B A 
( M I C H . ) 
D A I L Y 
P R E S S 
MONDAY, MAY 28, 1951 
Ironwood Retains Track Crown 
In B; Bessemer And Eben Win 


John Prokos Sets 
New Vault Record 


John Prokos, Escanaba high school senior, presented 
himself with a wonderful birthday present Saturday morn- 
ing. 
- The wiry Eskymo pole vaulter soared l l feet, seven in­ 
ches to write his name in the? 
Upper Peninsula 
track and 


Adjust Irons To Get 
Out From Under Trees 


field record book. His prodig­ 
ious effort in the U. P. track 
track finals here topped by two 
inches the highest vault ever re­ 
corded in the Peninsula. Corick 
of Ironwood vaulted l l feet, five 
inches in 1942 and 
Begovac of 
Trenary, class D, duplicated the 
feat in 1949. 
Prokos 
observed 
h i s 
1 9 t h 
birthday Friday, 
May 25th. 
His 
record breaking 
vault climaxed 
three years of intense study and 
training in his specialty and the 
young Esky athlete has his sights 
set on a college 
education 
and 
further competition in pole vault­ 
ing after high school graduation 
next week. His was the only new 
record set in the meet. 
Leppi Is Star 
Long John Leppi, 17-year old 
Ironwood senior, was the indivi­ 
dual star of the meet as he ran 
and jumped the Red 
Devils 
to 
their second successive 
class 
B 
championship. 
The 
bespectacled 
I r o n w ood 
athlete sped to firsts in the two 
hurdle events, leaped second in 
the broad jump and ran anchor on 
th e Ironwood 880-yard relay team 
which 
finished 
fourth. 
Leppi 
stepped the 180-yard low hurdles 
in 20.4 to equal his class B P en­ 
insula record set last year. 
He 
skimmed the highs in 15.7 and in 
both events won 
w ithout 
pres­ 
sure. 
His broad jum p distance 
w as 19 feet, eight inches. 
Ironwood edged a strong Sault 
Ste. Marie squad in class B, scor­ 
ing 37 points to 33 for th e Blue 
Devils. 
J. Toler led the challeng­ 
ers with firsts in the 220-yard 
dash and the broad jum p and a 
second in the century. 
The Newberry 
Indians 
were 
third in class B with 30 1-3 points. 
Soo cinched its third place posi­ 
tion by 
nipping 
N ew berry 
by 
scant inches for a first in the 800- 
relay, final event of the meet. The 
crack 
Newberry 
medley 
relay 
team raced home 
first 
m 
that 
event. 
Zerbel Wins 880 
Escanaba added another 
first 
to its point total with Dave Zer- 
bel covering 
the 
half 
mile 
in 
2:09.2. 
Zerbel ran a well-paced 
race and moved up from the third 
position late in the last lap. 
He 
staved off a determined 
bid 
by 
John Quinn of Manistique in the 
stretch. 
The Eskymo medley re­ 
lay team finished fourth to give 
Coaches Steve Baltic and Henry 
Wylie 12 points and a tie for sixth 
in the final standings. 
Loss of Dick “Doc” 
Shomin, 
outstanding hurdler, broad ju m p ­ 
er and shot puter, virtually eli­ 
minated 
Escanaba 
from 
any 
chance for contention in the title 
race. 
The 
big 
Esky 
senior 
Arenched his right knee in broad 
'um p practice 
Thursday 
after­ 
noon. 
Bessemer dethroned Munising as 
:*lass 
C 
champion. 
The 
Speed 
Boys racked up 37 points to lead 
L'Anse with 30 x~>. 
Coach W arren 
Smith entered 16 qualifiers in the 
finals to emerge with three first 
places and a host of extra points 
in eight other events. 
Posting wins for the new cham ­ 
pions were Roy Pingel, husky 440 
ace who also performed in the re­ 
lays, Dominie Certano who leap­ 
ed to first in the high jum p, and 
an 880 relay team. 
Kallio Triple Winner 
Eben ran away with the class 
D-E championship, easily topping 
^ts nearest competitor, 
Herm ans- 
nlie, 37 points to 26Ji. 
William 
vallio posted firsts in 
the 
pole 
vault, shot put and low hurdles 
and second in the high hurdles 
for the only triple win of the day. 
His 19 points was also an indi­ 
vidual high for the meet. 
Donald Johnson took 
first 
in 
tile mile .and Karlo Vartti first 
the half mile to provide the 
new ai**..' D-E ahampions with 
live bist places rn all 
Hermans- 
'**»'♦ was detending champion. 
Anthony Stankewicz of Alpha 
was a double winner in D-E with 
lirst.s in the IOO and 220 dashes. 
He also placed fourth in the broad 
jump. 
I he weatherman aimo>t threw 
a monkey wrench 
into 
the 
pro­ 
ceedings as a steady downpour 
greeted early morning risers Sat­ 
urday. 
The rain 
halted 
shortly 
bet ore the meet opened, but the 
damp track slowed time consid­ 
e r bJy. 
Complete result* el It P hisn belloot 
ti 
and Held final* rn E scanaba Kat- 
•iruay, May Si 
ti.AKS B 
Team 
acerin*: 
ironwood 
38 9 IO, 
s.itui 
hi* 
Ma> ii- 
N ew berry 
30*«, 
.1* qiu lie U raveiaet i t 1*, lio n M oun­ 
tain 13 3/5, Escanaba 12, Calum et 12, 
Manistique ll 1/5, M enom inee IO, Ish- 
(>• lulus I* I 5, Kingsford 9, Stephenson 
I * 
Negaunee 7, Hancock I. 
130 infill hurdle*- John Ia-ppi 
Ir o n ­ 
w ood: Jack Taylor. N ew berry; Hubbell 
T aylor, Calumet, R ichard Lake, M a n i­ 
stique, 
Robert 
Bloim ley, 
Iron w oo d 
i M 
wi*» Newberry, Ironwood, 


M en o m inee, E scanab a. Soo. 
2:44.6. 
100-yard d a s h —K e n n e th 
H oler, S te ­ 
ph en son ; J. T oler, Soo; J a m e s Hoggs, 
N e w b e rry ; 
Jo sep h Delciin. K in gsfo rd; 
H arold W estm an . N e w b e r r y . 
11.0 
Mile r u n —D onald Q uick. M anistiqu e; 
R od n ey 
M attson, 
Iro n w o o d ; 
T ru m a n 
V an lu ven, Soo; R on ald B a u e r, M e n o m ­ 
inee; Dale K an g as, iro n w o o d . 
4:45.4. 
440-yard d ash 
(first se c tio n )—K eith 
G o d d ard , 
K in g sfo rd ; 
H a r r y 
C lark, 
N e w b e rry ; R o b e rt C h a m p io n , I s h p e m ­ 
ing; Bill G riggs, Soo; J a c k N ew co m b, 
Iron w oo d. 
55.8 
440-yard d ash 
(second se c tio n )—Gil 
Mroz, Soo; C arl N y stro m , M a rq u e tte : 
G erald R o berts, Iron M o u n ta in ; M onte 
M ohr. N e w b e rry ; Jim W ilson. Soo. 
53.4. 
180 low h u r d le s —J o h n Leppi, I r o n ­ 
wood; Russell T ay lo r, N e w b e rry ; L oren 
W ahl, M en o m in e e; W ay n e Stroll, M a r ­ 
q u e tte ; J o h n Bonacci, Soo. 
20.4. (Ties 
old re c o rd se t b y J o h n L e p p i of I r o n ­ 
wood. 1950). 
220-yard d a s h —J. T o ler, Soo; Ja m e s 
Boggs, N e w b e rry ; K en H o ler, S t e p h e n ­ 
son; Jo s e p h D eldin, K in g sfo rd ; R oger 
C o rco ran , Ish p em in g . 
23.5. 
880-yard r u n —Dave Z erb el. E scanaba; 
Jo h n Q u inn , M a n istiq u e; Bill R u shford, 
M a rq u e tte ; R o b e rt L a L u z e rn e , M e n o m ­ 
inee; D on E m bs, Soo. 
2:09.2. 
High j u m p — W ard V a n L a n n e n , Iron 
M o u ntain, 
a n d 
F ra n k 
Y oung. 
M a r ­ 
q u ette; L a w re n c e P ellig rin i. C alum et; 
R o b e rt 
W in n ik k a. 
C a lu m e t; 
W alter 
S e h a rstro m , M a n istiqu e; T e r r y T h o m p ­ 
son, 
Ish p em in g ; 
D on 
D oney. 
Iron 
M o u n ta in ; W illiam H e n d ric k so n . I r o n ­ 
wood, a n d E rn e s t D ear, Iro n w o o d , tied 
for fifth. 
F iv e feet, seven inches. 
Pole v a u lt—J o h n P ro k o s , E scan ab a; 
R ich a rd P a r k k o n e n , N eg au n e e: Ja m e s 
L eh to n en , N eg au n e e; P au l Jaco b s, Iro n 
M o u n ta in ; 
C h a rles 
S tan o , 
Ironw ood, 
Jo h n K asieta, Iron w o o d; W illiam Heinz. 
N e w b e rry , a n d 
M a rv in 
N ew lin , 
S te ­ 
p hen so n, tied fo r fifth, 
ll feet, seven 
inches. 
(New’ reco rd 
Old reco rd ll 
feet, five in ch es set by C orick, I r o n ­ 
wood, 1942). 
B road 
j u m p —J. 
T oler. 
Soo; 
J o h n 
L eppi, Iro n w o o d ; W illiam Heinz, . ew - 
b e rry ; W illiam B onnell. Iro n w o o d ; Carl 
N ystrom . M a rq u e tte . 
20 feet, one inch. 
S ho t 
p u t—T h o m a s 
E n g le h a rd . 
I sh ­ 
p em in g; 
C h a rles 
K n u tso n , 
Iro nw o od ; 
J e r r y 
C vengros, 
Iro n w o o d ; 
H erm an 
M isuraco, 
Iro n w o o d ; 
R o g e r P eterso n, 
Iro n M o un tain . 
44 feet, 4*a inches. 
880 re la y —Soo. N e w b e rry , Iro n M o u n ­ 
tain , Iro n w o o d , H ancock. 
1 :40. 


CLASS C 
Team scorin g: B e sse m er 37, L'A nse 
30’2, 
H o u g h to n 
26, 
M unising 
22*2. 
W akefield 19*2. Iron R iv e r 18. C rystal 
Falls 15, L ak e L ind en 12. B a rk R iv er 9, 
B a rag a 9, E w en 5, St. Jo s e p h of E sca­ 
n a b a 4, P a in sd a le 2 ‘a, B a ra g a P a r o ­ 
chial 0. 
120 high h u r d le s —E fla n d M aki, C r y s ­ 
tal 
Falls; 
R o bert 
IvlcKie, 
B essem er; 
J a m e s P ra tt, H o u g h to n ; 
M ickey 
M c­ 
M ahon. 
Iro n 
River; 
J o h n 
Sporich, 
W akefield. 
16.8 
M edley re la y —H o u g h to n , C r y s t a l 
Falls. W akefield, M unising, Bessem er. 
2:47.7. 
100-yard d a s h —R o b e r t T h o m p so n , 
B araga; 
R o nald 
B orns, 
Iro n 
R iver; 
F r a n k S tim ac, M u nising; J e ro m e P e t e r ­ 
son, H o u g h to n ; Roy B ari!, L ake L in ­ 
den. 
11.3. 
Mile r u n —E lm e r R a n ta n e n , M unising; 
S p e n c e r 
C arlson, 
H o u g h to n ; 
N o rm an 
Hovila, 
B e sse m er; 
W illiam 
B arro n, 
B essem er; 
B a tiste G h eller, Bessem er. 
4:54.9. 
440-yard d ash (first s e c tio n )—G lenn 
G ran sell, 
L 'A n se; 
P e te 
H u tches, 
St. 
Jo sep h ; J a m e s Beissel. B essem er; Ja ck 
Poisson, B a r k R iver; R o b e rt P ern ask i, 
H o u g h to n . 
58.2. 
440-yard d a s h (second section) — Roy 
P ingle, 
B e sse m er; 
E d w a rd 
Koepel, 
L ak e L in d e n ; C h a rles HUI, Iro n River; 
D om inic 
C o rtan o , 
B e sse m er; 
P a u l 
Dries, H o u g h to n . 
57.1. 
180 low h u r d le s —J a m e s P ra tt, H o u g h ­ 
to n ; G e ra ld S alm ela. W ak efield : M ickey 
M cM ahon, Iro n River: D ale Rostollan, 
W akefield; L o u is Ciucci. P ain sd ale. 22.9. 
220-yard d a s h — Roy B aril, L ake L in ­ 
d en: J o e L aV igne, B a rk R iver; Robert 
T h o m p so n , 
B a rag a: 
F r a n k 
Stim ac, 
M unising; 
R o n a ld B o lu s, Iro n 
River 
24.4. 
880-yard r u n —C h a rles F ra n ti. E wen; 
S w en N u rk k o la , L 'A nse; P e te M c K en ­ 
zie. M u n isin g ; E d w a rd S h a n n o n , Iron 
R iver; 
E m il 
P e p p ia h o , C ry sta l 
Falls. 
2:13.9. 
H igh j u m p — D o m in ic C e rtan o . B esse­ 
m e r; R ic h a rd A u b rv , H o u g h to n ; Jo h n 
Jestila, L 'A nse; R ob ert M cK ie, B esse­ 
m er, a n d R a y m o n d Olson. 
Bessem er, 


Twenty-first of a series by 
members of the P.O.A. 
By JOHNNY PALMER 
Former Western Open Champion 
One of the worst lies to plague 
a goiter is the kind that requires 
shooting out from under a tree 
with low, overhanging branches. 
The ball is going to be played 
very low to miss the branches. 
At the same time it will have 
to have the impetus to carry the 
green. 
I use the five iron with certain 
modifications in manner. 
I play the ball well back—off 
my right toe, as a matter of fact. 
I make sure I hit down into 
the ball and not cause it to rise 
as rapidly as it normally would. 
My left foot is withdrawn giv­ 
ing me an open stance and my 
feet are close together. 
I am not going to take a fwll 
swing. 
Therefore, there is no necessity 
to have my feet wide apart for 
balance and power. 
My follow 
through will be abbreviated. 
It is necessary to make certain 
adjustments in the grip to keep 
the ball low. 
Using the five iron, the normal 
loft of the face will cause the ball 
to rise sharply. 
To counteract this, 
I turn 
my 
right hand over a bit and close the 
face just enough to get under the 
branches. 
I shorten my grip somewhat to 
be standing close, well bent over 
the ball, with just enough club 
to make a good, crisp shot with 
the greatest degree of accuracy 
possible. 
The ball will have to travel 75 
yards or more past the branches 
to reach the green. 
It is going to 
be necessary for the ball to rise 
somewhat after it has cleared the 
trees. 
This will take care of it­ 
self since the ball still will be 
rising when k passes under the 
branches. 
Do ntot even raise the arms to 
a horizontal position on the iol- 
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LOW 
BRIDGE— Johnny 
Palmer 
does not take a full swing shoot­ 
ing under tree with low, over 
hanging branches. (NEA) 


low through. 
That will give you too much 
loft. 
When 
you 
finish, 
the 
club 
should be pointing at the ground 
at about a 45-degree angle. 


NEXT: Herman Ba rron on the 
short approach. 


tied for third. 
Five feet. t h r e e inches. 
Hole v a u lt—Ralpn E v erson, L 'A nse; 
R obert 
M attson. 
W akefield: 
M arlin 
F u lch er, 
M unising 
R o b e rt 
H e r o , 
W akefield; C arl Bricco, P ain sd a le . an d 
R ay m o nd 
C lem ents, L'A nse, 
tied for 
th ird . 
IO lect, tw o inches. 
B ro ad j u m p —Ja m e s Seavoy, L'Anse; 
Tom B eber, W akeiield; Jo e LaVigne, 
B ark River; F ra n k Stim ac, M unising; 
Robert 
T hom p so n, 
B a raga. 
19 
feet, 
five inches. 
S hot p u t—E fland Maki. C ry stal Falls: 
Paul 
Maki, 
L ’Anse; 
J a m e s 
Seavoy, 
L ’Anse; 
Roy Pingle, 
B essem er; Jo h n 
Jestila. L'Anse. 
45 feet. 734 inches. 
880 relay —B essem er, M unising, Iron 
River, L ak e L ind en , H ou g h to n . 
1.42.7. 


CLASS D-E 
T eam sc o rin g —E ben 37, H erm an sv ille 
2 6'2. Jo h n 
D. Pierce 26, A lp h a 2 3 '2, 
C hassed 20. G w in n 20, T re n a r y 18, C a r ­ 
ney ll, B erg land 9'2. St. P au l 5, Dollar 
Bay 5. Jo h n A. Doe!Ie 4*2, R o c k la n d 4, 
Rock 0. 
120 
high 
h u r d le s —R alph 
H eitala, 
C hassed; 
W illiam Kallio. E ben; Jo h n 
Hicks, 
T re n a ry ; 
G e r a l d 
E rickson, 
G w inn ; E rn e s t Novey, A lpha. 
17.2. 
M edley r e la y —J. 
D 
P ierce, 
A lpha, 
Dollar Bay, Eben, B erg land . 
2:52.1. 
100-yard d a s h —A n th o n y S tan k ew icz, 
A lpha; 
R onald L arson, G w in n ; Allan 
Dighera, St 
P au l; Ray E rick son , C a r ­ 
ney; D onald Hill, T re n a ry . 
11.4. 
Mile 
ru n —D onald 
J o h n s o n , 
E ben; 
Donald 
H offm an, 
R o ckland; 
P a tric k 
C ulbert, G w in n ; W ayn e L aR o ch e, H er- 
m ansville; 
R ich a rd 
Biggers, 
J o h n D. 
Pierce. 
5:04.5. 
440-yard dash (first s e c tio n )— D onald 


G oodrich, 
B ergland; 
Ronald 
Klieg, 
Jo h n D 
Pierce; 
K eith Jo h n so n , T r e ­ 
n ary ; 
T h o m a s 
G u id e b e e k , 
St. 
Paul; 
Jo h n J u n tu n e n . Jo h n A. Duello. 
58.9. 
440-yard 
dash 
(seco nd 
section) — 
J a m e s L aurin, C a rn e y ; 
Allen Skiver, 
Jo h n 
D. Pierce; 
L a r r y V artti, Eben; 
Ray L ind stro m , C h a sse d ; K en neth Las- 
sila, Jo h n A 
Docile. 
59.3. 
180 
low 
h u rd le s—W illiam 
Kallio, 
Eben; 
Ralph 
H eitaia, 
Chassed; 
John 
Hicks, T re n a ry ; G e ra ld S tu rv ist, Eben; 
G erald E rickson, G w in n . 
22.6. 
220-yard d ash — A n th o n y S tankew icz, 
A lpha; 
Ronald L arso n , 
G w inn ; 
Ray 
E rickson. C a rn ey ; D u a n e C arlton, Joh n 
D. P ierce: R a y m o n d Solo. G w inn. 
25.1. 
880-yard 
r u n —K a rlo 
V artti, 
Eben; 
M elvin P o q u ette, H erm an sv ille: Waino 
Kallio, T re n a ry ; W illiam Flink, John 
D. Pierce: Ronald P eltier. A lpha 2:13.2 
High j u m p —R alp h H eitala, Chassed; 
G eorge Tomasi, H erm an sv ille; Donald 
LaM aide. H erm an sv ille; B a rry Carlow, 
B erg land , an d 
E rn e s t 
Novey, 
Alpha, 
tied for fourth. 
F iv e feet, live inches. 
Pole 
v a u lt—W illiam 
Kallio, 
Eben; 
G eorge 
Tomasi. 
Hermansville; 
Jo h n 
B elanger, 
H erm an sville, 
an d 
Donald 
W anhala, 
Jo hn 
A 
Docile, 
tied 
for 
th ird ; G erald S tu rvist. E bon 
ll feet. 
B road ju m p —R a y m o n d Saly, G w inn; 
G erald Mottes. A lp’ia: 
L eR oy Libby. 
J o h n D. Pierce; A n th o n y Stankew icz, 
A lpha; Ray E rick so n, C a rn ey . 
19 feet. 
Shot 
p u t—W illiam 
Kallio. 
Eben; 
Ralph Heitala, C h a sse d : J a c k F letcher, 
H erm ansville; J a m e s W ag ner, Jo h n D 
P ierce; 
B a rry G arlo w , 
B ergland. 
41 
feet. th ree inches. 
880 re la y —T r e n a r y 
H erm ansville, 
Jo h n D Pierce, D ollar B ay, Bergland. 


Tigers Win, Lose With Brownies 


DETROIT—(J’’— You can add a 
new and rain,-soaked chapter lo 
the strange story of pitcher Virgil 
“Fire” Trucks, who finally start­ 
ed a game (and won i4) for the 
Detroit Tigers. 
It’s too soon to tell if Trucks 
has 
made 
a full-fledged come­ 
back. But 
the 
big 
righthanded 
veteran took a step in that direc­ 
tion yesterday. 
Trucks—who 
hadn’t 
started a 
game in one year and eight days 
took 
the mound and whipped 
the St. Louis Browns 3-2 in the 
first game of the doubleheader 


He showed no signs of the mys­ 
terious “sore” arm that bothered 
him last year. 
Rain, Darkness 
Tile 
games 
were 
marked by 


Baseball 


N A T IO N A L 
GB 


S E S I- :::::::: 
U S 
St L o uis ' ............... 19 
11 | ? 8 
2*. 
Boston 
............. 
t9 
18 514 
. 
N ew York ............... 20 
19 513 
3 
C in cin n ati 
............. J* 
-0 .45 
. 
P h ila d e lp h ia 
......... 
]« 
21 432 
6 
P itts b u r g h 
15 
20 .429 
6 
S u n d a y s R e s u l t s 
N ew Y o rk 2. P h ila d e lp h ia 0 
St 
L o uis 6. C in c in n a ti I 
P itts b u r g h at C h ica g o <2>. postpone* 
B oston at B ro o k ly n , p o stp o n e d , ran 
S a t u r d a y ’s 
R e s u l t s 
B oston 12, B ro o k ly n IO 
N ew Y o rk 
2 P h ila d e lp h ia 0 (night) 
C in c in n a ti 5. St 
Louis 2 m ig h t 
C hicago 5. P itts b u r g h 4 (IO innings) 
T u e s d a y ' s S c h e d u l e 
No g am es sc h e d u le d 


A MIMIC AN L E A L I E 
W 
L Pct 
GB 
N ew Y ork ............. 9j‘ 
IO <2J 
C hicago .................... 23 
9 
1 19 
I 
Boston 
.................... 21 
13 .618 
4 
D etro it 
. . . . . . . . 17 
Hi 
515 
7 2 
W ashington ........... 
J)9 
]“ 
C l e v e l a n d 
.................. 
BJ 
b* 441 
IO 
St 
Louis ................. JI 
J*1 2 L 
5 j 
P h ila d e lp h ia 
IO 
2*> 
.278 16 
S u n d a y ’s Results 
N ew Y ork 9-4. P h ila d e lp h ia 0-i 
C hicago 5-6, C lev e la n d 2-4 
Boston 9-7. W a s h in g to n 3-1. 
Detroit 3-3. St L ouis 2-8 
Saturday's Results 
N ew York 8. P hiladelphia 5 
St Louis 3, Detroit 2 
Chicago 6, C leveland 0 
Boston l l . W a s h i n g t o n 
I 
T u esd a y ’s Schedule 
C lev e la n d at D etro it, 2 3*>. 
Only gam e ac h e d g e d . 
I 


Two-Ball Foursome At 
Highland 
Wednesday 


A two-buM foursome 
will 
be 
held at Hie Highland Golf club 
Memorial Day, starting at 2:30, 
with chicken dinner at the club­ 
house at 6:30. 
Reservations must be made no 
later than tonight, 
M 
was 
an­ 
nounced. 
On the committee are Mr. and 
Mrs. C. Johnson,’ Mr. and Mrs. Ha­ 
zen Hengesh, Mr. and Mrs. Burl 
Barnhart, Mr. and Mrs. Grover 
Lewis. Mr. and Mrs. Con Desi­ 
sts, Mr. and Mrs. Lewis Morin, Mr. 
and Mrs. Abr Baum, Mr. and Mrs. 
Carl Preps aho Mr. and Mrs. F in­ 
est Lacrosse. 
I 


rain, darkness, and interruptions. 
The 
second 
game, 
which 
the 
Browns won 8-3, didn't finish un­ 
til 8:12 p. rn. Only a few of the 
8,889 tans stayed around. 
Trucks showed improved con­ 
trol, gave up eight hits in eight 
innings, and walked only three. 
But alter all 32-year-old Trucks 
was facing the lowly Browns, the 
only team with squatter’s right on 
tile second division. 
His win helped the Tigers snap 
their 
five-game 
losing 
streak. 
They were still 7 4 games out of 
first 
place 
as they prepared to 
tackle 
the 
disappointing Cleve­ 
land Indians here al Briggs sta­ 
dium tonight. 


Souchock Homers 


Left Belder Steve Sou chock, die 
amazing fellow' who has 
.started 
only IO games, blasted his fifth 
home run and hit a double that 
sparked the Tigers’ game-winning 
rally in the eighth 
He also threw 
out a runner trying to score from 
second on a single iii the eighth. 
As poor as the Browns may be 
they managed to win three of four 
games 
m 
Detroit. 
Ned Garver 
checked 
the 
Tigers with seven 
hits in the second game for his 
sixth w'ln. The Brownies batter­ 
ed Inset Freddie Hutchinson (2-2) 
and three other pitchers for 14 
hits, h ied Marsh and Jim Poising 
humored for St. Louis. 
The first game started an hour 
late 
Both games began in day­ 
light, 
were 
interrupted by rain 
once, 
and 
finished 
under 
the 
Hood lights 
Linescoi es: 
(First Game) 
St Louis 
OOO IOO IOO 
2 
Detroit 
OI I OOO Olx—3 
(Second Game) 
St I a n u s 
IOO 042 OOI 
8 
Detroit ........... 021 OOO OOO- A 


Vernon Long Is 


Keg President 


GLADSTONE - - Vernon Long 
was elected president of the Glad­ 
stone Men’s Bowling league at fe 
season 
banquet 
held 
Saturday 
night in the basement of the Mid­ 
way Recreation alleys. 
Other officers named for the 1952 
season were Dr. B. H. Skellenger, 
first vice president; 
Jerry 
De- 
Puydt, 
second 
vice 
president; 
Paul VerHamme, third vice pre­ 
sident; Oliver J. Lund, fourth vice 
president; Walter J. VanDeWeghe, 
secretary-treasurer. 
Named to the board of direc­ 
tors were Floyd VanDaele, John 
Mathy, Frank Sirola, all of Glad­ 
stone, and Edward Gibbs, Perkins. 
The secretary presented prizes 
to high bowlers and teams in the 
city tournament, 
totalling 
$526. 
VanDeWeghe and Bill Ludick, of 
Iron Mountain, 
were 
presented 
with bowling balls in recognition 
of their work in securing the Up­ 
per 
Peninsula 
tournament 
for 
Gladstone next season. 
Mathy, captain 
of 
the 
Billy 
Goats team, oldest member in the 
Gladstone circuit, spoke briefly. 
The Billy Goats have had a team 
in the league for 27 seasons. 


Golf Pairings 


P a irin g s for th e H ig h lan d Golf club 
tw ilig h t leag u e T u esd ay : 
AFTERNOONERS 
W. S m ith -C . A. A n derson , B. S ta d e - 
M. 
A sh la n d , 
A. 
T aylor-E . 
B eck. 
M. 
V alind -R . 
B eck, 
G. 
W alker-H . 
Cass; 
G. W alter-G . C hristie, V. W ic k la n d e r- 
C. Desilets, H. W inchester-W . Dixon, 
B. 
Y agodzinski-C . F in stro m , H. 
Yel- 
la n d -J. Riley. 
E. F la g sta d t-A . L aB ran ch e, C. F re its - 
S. I r i s h m a n , M. G a rra rd -G . Lewis, D 
H am m es-L . 
M aloney, 
E. 
H engesli-G . 
O berg, H. H engesh-W . P e rro n , J. H o r- 
n ey -I. 
P e t e r s o n , V. 
Ihlen feld t-M . 
S au m s, J. K. Jo h n so n -C S chram . 
TWILIGHTERS 
G 
N elso n -F . A n derso n , P. N o r m a n - 
B. B a r n h a r d t, A. Olson-L. B e au ch am p , 
S. O stm a n -W . B erg lu n d. F. R aack-M . 
B e rtr a n d , T. S h aw -L . B erube, R. S im - 
m o n s-F . 
B re ite n b a c h , 
V. 
S m ith -W . 
B u tler, T. S w ift-J. Cass. F. W a w irk a - 
O. C h ristia n s e n , D. W ertz-N . C hapek is. 
L. D en o-F . H im , E. Desilets-A. J e n ­ 
sen, B. D ouglas-S. Je n sen , J. D o uglas- 
N. J o h n s o n , H. E h n erd -C . Jo h n sto n , E. 
F la th -R . L a b re , E. G ravelle-E . L a c ro s se , 
E. 
H an sen -S . 
L am b ert, VV. H a n s e n -J . 
L asnoski, E. H irn -O .M cCorm ick. 
NIG UTI MERS 
D. L ew is-E . S w an so n, sr., G 
B e rg - 
m a n -E . B ro w n , E. B ergq uist-C . F ass- 
b ender. 
E SC A N A B A G O L F CLUB 
P a irin g s for to m o rro w 's play in th e 
E scan ab a G olf club tw ilight league; 
Y ankees vs. Phillies 
H a r ry H ogan vs. Jim Ward. 
H ilm er Jo h n s o n vs. d i e t M orton. 
H a rry B o u r k e vs. W alter Dickson. 
R ay T a y lo r vs. Harold Meiers. 
Jim J o n e s vs. Carl B enzinger. 
E v e re tt Cole vs. Louis Groos. 
Dodgers vs. Cardinals 
A ngie G a in e r vs. Jo e P o ffenbei ger. 
H a r ry N e e d h a m vs. Jo h n N ad eau . 
Ju e l Lee vs. Hal G erletti 
A rchie F r e e m a n vs. Don LeMire. 
J a c k A rn o ld vs. K irk e H arring ton . 
J im Hall vs Bob Kelly 
W hite Sox vs. Tigers 
J o h n F a w c e tt vs. Don Boyce 
T o n y Cass vs. H u b ert S hepeck. 
Dale V in ette vs. A rt Goulais 
L a r r y F le m in g vs. S tack Sm ith. 
Jo e G a l l a n t vs. Jotin L em m er. 
Bob L eM ire vs. Roy Jen sen . 
Braves vs. Red Sox 
J a c k Root vs. Jim F itzh ari is. 
Bill L eM ire vs. F la n Boyce 
F red P oliak vs. Bill Shepeck. 
Lee H n d ric k s vs. Jim Jackson. 
T ony S c h o m in vs. Jim K enn ed y. 
Ed B a rr y vs. Don Estebo. 
Bill P u c k e lw a r tz vs P ercy W ein b erg 
Ohio Leads Big 


Ten Title Race 


CHICAGO — I/P) — A split of 
a two-game series with Michigan 
State Friday and Saturday will 
give Ohio State the Big Ten base­ 
ball pennant with a 9-3 record. 
The Buckeyes would have to 
lose both games to the Spartans 
before Illinois, with 
its 
league 
season 
over, 
could 
claim 
the 
title. 
After 
defeating 
Northwestern 
2-1 Friday, Illinois’ Saturday date 
with the Wildcats was rained out. 
The contest was cancelled and 
under Big Ten rules cannot be 
made 
up. 
Thus, 
the 
I lliiii’s 
chances of a pennant suffered a 
jolt by the weather. 
The Buckeyes are highly fav­ 
ored to defeat 
Michigan 
State 
whose only advantage appears to 
be that the Spartans will be p la y -( 
ing on their home field. 
In another series windup this 
weekend, Purdue (1-6) is at Wis­ 
consin (4-4). 
W 
\ 
Pct 
Ohio S tate ........... 
. . . 8 
800 
Illinois 
................... . . . 8 
3 
727 
In d ian a 
................... ... 6 
4 
HOO 
W isconsin ............... . . . 5 
4 
.556 
M innesota 
........... . . . 6 
6 
500 
N o rth w estern 
. . . 5 
6 
455 
M ichigan S tate . .. . .. 3 
4 
429 
M ichigan ............... 
. . . 4 
7 
364 
Iow a 
................... 
4 
8 
333 
P u rd u e 
............... 
I 
6 
143 


Rain Halts Play 
In Bay de Noc 


Manistiqu .. ltd cy p o ............... 
MANISTIQUE— Rain checked 
progress in the 
Bay 
de 
Noc 
baseball league yesterday after­ 
noon with no contests reported 
by team managers this morning. 
The Manistique Cardinals w ill 
return to action W ednesday af­ 
ternoon with a 2:30 exhibition 
against the Gladstone Redskins 
of the Upper Peninsula league. 
The game w ill get under way 
at the fairgrounds diamond at 
2:30. 
Norm Jahn w ill hurl for M an­ 
istique with Clyde Strasler be­ 
hind the plate. 


Citation Is Question 
In Argonaut Handicap 


INGLEWOOD, Calif.—-K/P)—Ci­ 
tation L both the box office at­ 
traction and the question mark in 
the $26,000 argument handicap on 
Memorial Day at Hollywood Park. 
The famed six year old, turf- 
dom’s 
all-time 
money 
winning 
champ with $939,460 to his credit, 
is the big horse in m any ways in 
the mile and one sixteenth feature 
Wednesday. 
His exploits in the past make 
him the magnet for what Holly­ 
wood Park hopes will be its big­ 
gest 
Memorial 
Day 
throng 
in 
three years. 
They 
think 
60,000 
will be present. 
His last appearance 
when 
he 
ran a poor fifth a few weeks ago 
provides the big question mark. 
It was the first time the great 
triple crown king of 1948 had ever 
raced out of the money. 


In This Corner 


W ith Roy Crandall 


Met Eugene Maki of Wakefield at the track meet Saturday . .. 
Gene will shortly join the sports writers brotherhood in the Upper 
Peninsula . 
He’s taking over the sports job at The Iron River Re­ 
porter when he graduates from Northern Michigan College of Edu­ 
cation next month . 
He is no stranger to either 
sports or sports writing . 
Editor in chief of the 
NMCE college newspaper, Gene also writes for the 
Wakefield News, Duluth Tribune and the Ironwood 
Globe 
He competed in several sports at Wake­ 
field high school and is a veteran of War H in 
which he served in the Pacific. 
• 
• 
• 
* 
* 


Also met and 
talked 
briefly 
with 
our 
friend Harry Monson, Iron River high school 
football and basketball coach . 
A great ath­ 
lete w hile at Escanaba high school, Harry is 
Crandall 
Just as great a coach these days at Iron River 
His undefeated football team last season w as the first in Red­ 
skin history. . . Harry said he plans on sum m er school during 
vacation. 
• 
• 
• 
• 
o 


Also had a chat with Don Pfotenhauer, Gladstone mentor, at the 
meet 
We were at the University of Wisconsin together before the 
war and had a lot of names to kick around while remembering mu­ 
tual friends .. Don’s going to be working in Escanaba this summer, 
he said. 
• 
* 
• 
a 
• 


Mickey McMahon, Iron River’s brilliant halfback who made 
all-state last football season, told us Saturday that he is all set 
for M innesota next fall 
He w ill join 
M elvin Holme, fullback, 
and Clayton Choquette, tackle, both of Stam baugh, on the Min­ 
neapolis campus 
Of M ickey, Coach Monson once told us he 
was the greatest openfield runner he had ever seen in high school 
.. . The youngster w ill be remembered forever by Iron River 
fans for his pair of passes that produced the w inning touchdown 
for the Redskins against Stambaugh in the final 40 seconds of 
the game last season. 
White Sox End Road Trip; 
Home With ll Wins In Row 


St. Ann's Wins Ninth 
Game At Cooks, 8-4 


Al Brandt’s St. 
Ann’s 
grade 
school team posted its ninth win 
I of the season Saturday at Wells, 
8-4, with John Berrigan and Bob 
Rodman sharing pitching duties. 
Berrigan worked five and a third 
innings and allowed three hits, 


i Rodman added a homer to help his 
own cause and Bill Lancour col­ 
lected three hits in five trips. H ar­ 
lan Britzman went all the way for 
Wells and gave up ll) hits. 
The Sunday game with Cooks 
was rained out and will be played 
here at 4:30 tomorrow afternoon. 
Gary Paler will get the mound nod. 


Press Oldtimers 
Practice Tuesday 


The 
Daily 
Press 
Oldtimers 
softball team will shake the win­ 
ter kinks out of the system Tues­ 
day evening with a practice game 
against the St. Joe Boosters. 
All players are to be at the No. 
3 diamond al 6:30 for the prac­ 
tice tilt. 


By JOE REICHI ER 
(Associated Press Sports Writer) 
Another wonder team in Chi­ 
cago? 
Back in 1906 they were hailed as 
the “hitless wonders.” Today, 45 
years later, the 
Chicago 
White 
Sox can be called the “pickup 
wonders.” 
The baseball 
world 
laughed 
when 
the 
White 
Sox 
scurred 
around during the 
past 
winter, 
raiding rival clubs 
for 
surplus 
material. But nobody is laughing 
at Manager Paul Richards’ amaz­ 
ing ragamuffins now. 
How can you laugh off an 11- 
game winning streak—every bit 
of it on enemy ground? The Sox 
completed their road trip yester­ 
day with a sweep of their twin 
bill in Cleveland, 5-4 and 6-4. 
Those two 
triumphs, 
coupled 
with New York’s split with 
the 
Philadelphia 
Athletics, 
moved 
Chicago to within one game of 
the American league leading Yan­ 
kees. 
Here is a club composed of such 
castoffs as regulars Ed Robinson 
and Ed Stewart (Senators), Gus 
Niarhos, 
Randy 
Gumpert 
and 
Ken 
Holcombe 
(Yankees), 
Al 
Zarilla. Joe Dobson and 
Harry 
Dorish (Red Sox), 
Nelson 
Fox 
and 
Paul 
Lehner 
(Athletics), 
Orestes Minoso 
(Indians) 
Saul 
Rogovin and Billy 
Pierce 
(Tig­ 
ers). Phil Masi (Braves) and Bob 
Dillinger (Pirates). 
Dobson 
and 
Howie 
Judson 
pitched the double win yester­ 
day, although Judson needed help 
from Marv Rotblatt in the second 
game. It was Dobson's fourth win 
without a loss. Two long delays 
by rain caused most of the second 
game to be 
played 
under 
the 
floodlights. 
Lights 
also 
were 
needed in New York and Detroit. 
Zarilla was the Chicago bat­ 
ting star. His horner in the sev­ 
enth with one on provided the 
winning runs of the second game. 
Earlier, he had doubled in 
two 
runs. It was his two-run double 
that snapped a 2-2 tie in the first 
game. 
The Sox’ success was marred 
by an injury to 
Chico 
Carras- 
quel. 
The 
flashy 
Venezuelan 
shortstop bruised his elbow and 
jammed his right shoulder in a 
collision with teammate Stewart. 
Gus Zernial, Philadelphia’s new 
home run walloper, drove in four 
runs to lead the A’s to 
a 
split 
with the champion Yankees. The 
Yanks won the opener. 9-0. The 
A’s took the second, 7-4. 
Red Sox Win 
Boston’s Red Sox, on a winning 
streak of their own, made it Nos. 
6 and 7 with 9-3 and 7-1 victories 
over Washington, Maury McDei- 
mott pitched an eight-hitter and 
Harry Taylor fashioned a six-hit­ 
ter for their third triumphs. 
Rain curtained activity in 
'he 
National 
league. 
In 
the 
only 
games 
played. 
the 
Cardinals 
whipped the Cincinnati Reds in 
St. Louis, 6-1, and the New York 
Giants shut out the 
Phillies 
in 
Philadelphia, 2-0. 
AMEBIC AN LEAGUE 
Kir st Game 
P h ilad elp h ia 
.......... 
(HK) (UK) OOO 
0 
7 2 
N e w York 
102 005 OI x 
9 
7 0 
M artin. H ooper (6). B u rtse h y (7) a n d | 
T ip to n ; Shea and B e ira 
Second Game 
P h ilad elp h ia 
.......... 
OOI 010 320 
7 IO 0 
N ew York 
. . . 
010 002 100 
4 
9 I 
S hantz, Hooper (7) an d A stro th ; S a n ­ 
ford. M organ (7), O stro w ski 
(8) 
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Bears-Wilson Rained 
Out, Play Thursday 


Rain called an early halt to the Escanaba Bears-Wilson 
bailie in the Tri-County league here yesterday afternoon and 
the tilt lias been rescheduled for Thursday evening, 6:30, at 
the athletic field diamond. 
Both teams had scored in the first inning before the 
j game was called. 
Wilson pushed in two runs in the top of 
I the first and Escanaba bounced back w ith a pair in the bot- 
1 tom. 'the game was stopped with the Bears at bat and none 
out. 


rite Bears will also face Powers here Wednesday after­ 
noon at 2 o’clock in a Memorial Day sports feature. It wit! 
be a regular league game. 
Manager Phil Brazeau announced that there will be a 
practice session this evening at 6 o’clock. 


No Names Face 
Ev’s Of Hyde 


Ruin washed out the soitball at­ 
li actions 
scheduled 
Saturday 
night at the lighted field but fans 
were promised something extra to 
/nuke up lot1 the missed games. 
Management of the No Names 
announced that something 
extra 
special, along with one of 
their 
planned exhibitions, will he pre­ 
sented soon. 
This evening No Names tangle 
with Ev’s of Hyde. The two teams 
are foes of long standing who al­ 
ways put on a 
good 
exhibition. 
The clubs will be remembered for 
a 14-inning battle in the 
Upper 
Peninsula tourney of 1946, won by 
the Hyde team 7-6. 
Ike Els will probably 
gel 
the J 
cill to hurl for No Names with 
Angie Him behind the plate. Tom 
Bryok is the probable starter for 
Ev’s, with Olson catching. 
Fans were also reminded that 
this is the final week for naming 
the No Names. The fan submitting 
the winning name will be mea­ 
sured and fitted with a 
softball 
team warmup jacket. Suggestions 
may be turned in at the lighted 
field. 


Maxim Seeks Heavy 
Crown Wednesday 


CHICAGO — i/P)—Joe 
Maxim, 
ingrained with a new 
crouching, 
weaving style after 225 rounds of 
preparatory 
punching, 
has 
his 
first serious light in 
14 
months 
Wednesday when he tries to de­ 
throne heavyweight champion Ez- 
zard Charles in Chicago stadium. 
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Eskys Seek Unbeaten 
Season At Ishpeming 


Coach Jim 
Rouman’s 
Eskymo 
baseball team will travel to Ish­ 
peming tomorrow afternoon in an 
attempt to complete 
an 
unde­ 
feated season. 
Escanaba has notched six suc­ 
cessive victories to date, whipping 
St. Joseph 
14-2, Marquette 5-2, 
Iron 
Mountain 
2-1, 
Ishpeming 
8-2, Negaunee 7-0 and Marquette. 
Jack Chriske, undefeated light 
hander, 
will 
probably 
get 
the 
.starting nod, for mound work. 
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READ all about the threatened 
plight of the K O D IA K BEAR . . . 
p r e s e n t e d b y the A l a s k a n 
authority — Frank Dufre sn# 
rn the JUNE 


C incin nati 
. 
(mmhkhhuo 
I 
7 
2 
St 
Louis 
103 I lo (His 
6 ll 
o 
Ramsdell. P erk o w sk i i l l , B yerlv iBi 
an d Pranpesa, How til (8), S tan ley and 
G araeio ls 


Also ... 
M el Fllis' exciting 
Scrappy Bass of th* 
Door County Peninsula . , . 
"TORPEDO BASS" 


in the JUNE 


t&Q&FKDIQf 
* 
# 


DON'T MISS 
'FIGHTING SPORTSMEN 
a report by Clay Schoenfeld on 
how Wisconsin is conserving it* 
natural resources. 


p i l i e . . . I t o tke r authentic, encit- 
r L U ? 
feature article! and itonee 


ley w orld re n o w n e d outd oor author! 


rn the JUNE 


Don't M in Thit June bluet 
O N 
S A L I 
T O M O R R O W 
AT Y O U R N E W S S T A N D ! 
Read FIELD A STREAM, 


A m e ri c a ! No On* 
____________ jp o rtirro n 'i Mo>o«*"> 


WE Day Can Mean cVacation-Expense’ Day If You Sell Your ‘Don’t Needs’ For Extra Spending Money 


Phone 692 
— It’s easy to place an Ad. Just telephone 60£ the day before you want your ad to start and ask for the Press Ad-Taker — 
Phone 692 
i 


MINIMUM CHARGE 
50 CENTS A DAY 
(*12 WORDS OR LESS) 


k ite Per Wr0rd Per Day 


One day 


Two days 


Three days 


Six days 


4c Per Word 


3* ic Per. Word 


3c Per Word 


2' jc Per Word 


Count blank lines (white space 
to make ad stand out more) as 
five words. 
If you want double sized type, 
figure the cost at IO words per 
line. 
Place ad for six days or less. 
Cancel when you get results. You 
will be charged only for number 
of days run. 


For Sak 


SEBAG O POTATOES, $1.00 d elivered . 
Fred S eger, St. N icholas 
P hone P er­ 
k ins 5821. 
G1693-145-3t 


TH O M PSO N 
14’ 
BOAT, 
new 
E vinrude m otor. 
Phone 9011. 
535-146-3t 
a hp. 


B R O N Z E 
F IN IS H 
m etal 
bed 
w ith 
springs a n d m attress. 
P h o ne 829. 
348-146-3t 


K IT C H E N SET. table and four chairs; 
also d resser in perfect condition; gas 
stove, 
practically 
new . 
1400 
2nd 
A ve. S. 
525-146-3t 


G OOD 
H EA V Y CLINTON 
feed oats. 
I n q u ire L a n c o u r Bros., G ladstone, Rt. 
I, (F la t R ock). 
529-146-6t 


R O L L T O P D E SK ; M aytag gasoline m o ­ 
tor; 
9x12 rug ; two coal an d w oo d 
stoves; cock tail table an d tw o m a t c h ­ 
ing 
la m p 
tables 
THE 
T R A D IN G 
P L A C E , 713 Lud. St. 
C-145-tf 


M A Y T A G W ASHER; porch sw ing; b ird 
cage; d esk ; odds an d ends. 
705 S. 
10th St. 
499-145-3t 


U SED 
D A V E N P O R T 
SETS; 
w a ln u t 
d in in g ro o m set—round table, 6 ch a irs 
a n d b u ffet; T h o r Gladiron. P E L T IN S . 
1013 L ud. St. 
P ho n e 1033. 
C-134-tf 


Used and N ew typew riters and adding 
m achine* 
Im m ediate delivery 
I. R 
P eterso n 811 Lud St 
C-222-tf 


P A N S IE S ; p ep p ers; tom atoes; cabb ag e; 
cau liflo w er; petunias; snaps. Z innies; 
flow ers. 
ADAM SCHW ARTZ, 309 S. 
13th St. 
C-142-tf 


L A R G E 
BLO O M IN G 
p a n s y 
plants. 
J a m a r ’s G re e n House, co rner S. 19th 
St a n d 12th Ave. 
224-137-tf 


18 F O O T C A B IN CRUISER, 2 y e a rs 
old, p o w e re d by G ray M arine E ng in e. 
In q u ire 401 M ontana, Gladstone, a l t ­ 
e r 5 p. rn. 
G1691-145-31 


For Sale 
Help Wanted 


R U SSE T POTA TOES, good e a tin g an d 
p la n tin g potatoes, 50c bu shel. H ilding 
Olson, 
Hyde. 
Barre 
R iver, 
Rt. 
2. 
P h o n e B a rk River 3327. 
508-145-6t 


1800 FT. NEW YELLOW' b irc h a n d m a ­ 
ple 2 , 4" flooring; also n a r r o w lined 
g ra in e d ash trim w o rk . 
Best offer! 
In q u ire 1430 S tep h en so n A ve. 
510-145-3t 
Beautifies! 
Protects! 
Gools! 
HASTINGS 
alumi-SHIELD Awnings 
M ade of durable a irc ra ft 
a lu m in u m . 
T h e m ost attractive, p ractical an d e c o ­ 
n om ical 
m etal a w n in g s a n d 
w in d o w 
sh u tte r s on the m a rk e t today. 
W IN D PR O O F—W E A T H E R P R O O F 
F IR E P R O O F 
F o r a FREE E stim ate o r In fo rm a tio n 
Call or I n q u ire at 
ERICKSON MILLWORK 
618 S teph. Ave. 
P h o n e 786 
C-145-7t 


Female 


COUNTRY G IR L to h elp w ith h o use­ 
w ork d u rin g s u m m e r. 
Good hom e 
and wages. 
W rite Box 496. caie of 
Daily 
’ress. 
496-144-tf 


W A NTE D—Y O U N G W OM AN tor g e n ­ 
eral office w o rk . E x p erien ce d , k n o w l­ 
edge of b o o k k eep in g , office m achines 
p referred. 
W rite B ox 537. care of 
Daily Press. 
537-146-3t 


C APABLE, 
E X P E R IE N C E D 
wom an, 
over 25, care fo r tw o child ren, 5 and 
2 ‘i. 
Live in. 
P r i v a te room . 
E xcel­ 
lent salary. 
Call G lad sto n e 4681 d u r ­ 
ing day, a fte r 5:30. 5321. 
G1695-146-3t 


W ANTED—T E A C H E R to teach grades 
5th th ro u g h 8th. 
$225.00 a m onth. 
R e f e r e n c e p r e fe rr e d 
W rite Mrs. 
D orothy P e r ry , S tro n g s, Mich. 
541-146-3t 


Specials at Stores 


G L A SS T O P S —to p ro tect and beau tify 
y o u r tab les an d b u reau s, cut to y o u r 
specifications. J u s t P h o n e 3155, NESS 
G L A S S CO.. 1628 Lud St. 
C-145-2t 


WE C A R R Y T H E fam o us tonics Hadacol 
an d O -Jib -W a B itters 
WAHL DRUG 
S TO R E, 1322 L ud in gton St 
C-83-tf 


Specials at Stores 


W hite Kitchen Range 


E xcellent Condition 


O n l y $40.00 


D EM ONSTRATORS. 
Schoolteachers, 
Housewives, 
M ake 
$8.00 
ii o u c l y . 
S om ething New! O u r S tyle Showings 
lovely L ingerie, H osiery, A pparel are 
the sensation of p a r ty plan 
B eauti­ 
ful sales o u tfit F re e. 
Beeline F a sh ­ 
ions, 4145-DO L a w re n c e , Chicago, III. 
53!)* 148-It. 


G O O D MEDIUM RED CLOVER seed. 
W A N T ED TO BUY ; 14/10 p ro p e lle r 
IV4 " bore. 
Art B e a u c h a m p , Rt. 
I, 
G ladstone. 
P hone 545-J11. 
483-144-6t 


DOG O W NERS 
T a n g -L -E re e 
T eth er 
will 
k e e p 
y o u r 
dog sta k ed 
w h ere 
yo u 
w a n t 
him . 
P o stp aid com plete w ith c h a in $2.89. 
S en d ch eck or M oney O rd e r. 
F re e 
d eliv ery in E scanaba. 
O rd e r to d ay . 
P h o n e 866-W3. 
T enirner T e t h e r M ig 
Co., E scanaba. 
253-132-1 mo. 


G E N ER A L O F F IC E C L E R K : Willi a p ­ 
titu d e for figures, k n o w led g e of ty p ­ 
ing and ad ding m a c h in e necessary; 
b ookkeeping a n d c a lc u la tin g m achine 
e x p erience 
d e s ira b le 
b u t 
not 
re ­ 
quired. 
S tead y y e a r ’ro u n d em p lo y ­ 
m ent. 
A p ply F a i r S to re Office. 
CVI 48-31 
Male 


W H I R ! Y O U ( A H G E T SERVICE! 


These firms and institutions are reliable and 
will serve you well 


SURE WITH 
Service 


We repair all m ak es 01 refrigerator* 
ranges w ashers and sm all appliances 
HOUSEHOLD ELECTRIC CO. 
Across from th e Delft 
P hone 1091 


Bottled Gas Service 


1 mil or Wr*te 
DeCock Bottled Gas and 
Appliance Co. 


Lawn Mower Sharpening 
and Repair 
Saw Filing, Gumming and 
Retoothing 
L o c k s—K eys—G lass 
A. F. Ellison—Locksmith 
1218 L u d in g to n St 
P hone 2958 
E scanab a. Midi. 


USED FURNACES and S tok ers. 
Good 
con d ition 
Pearson F urnace Co. 404 
S tephenson 
C -188-tf 


P L A N T S 
FOR 
M E M O R IA L 
D AY — 
G e ra n iu m s, Vincas, F u ch sia , Lobelia, 
L a n ta n a s 
and 
o t h e r s . 
We 
till 
c e m e te ry baskets an d p o rch boxes; 
also have a large selection of s e e d ­ 
lings and large h e a lth y to m a to plants. 
G ra n d A v en ue G reen h o u se , 17th Ave. 
a n d 14th St. South. 
P h o n e 1287-W. 
405-141-t f 


B IG STUR DY PANSY P L A N T S . B ring 
o w n 
containers. 
1400 
S te p h e n s o n 
A ve. 
P h on e 992-W. 
411 -142-Gt 


9*3 S teph Ava 
Phone 3i0 


PIANO TUNERS 
Pianos and Organs 
N. T. STUART 
and 
BRUCE T. STUART 


P lease leave orders at The 
City D' ug S tore in Escanaba 


For Well Drilling 
Write 
Orton Degeneffe 
• 19 S I HIH St., Escanaba 
Phone 1034 
JO Years Experience 
All work guaranteed 


WELL DRILLING 
For N ew R educed Prices 
P hon e or W rite 
Fred “Fritz” Rice 


P hone 1899-J 
1123 S 10th Av* 
Escanaba 


M years ex p erien ce In the U 
P 


We Announce! 
Authorized 


LOCAL FUR COAT 
STORACE 
Also Repairing. RemodeHng, 
Cleaning and Glazing 
Capes a n d Ja c k e ts Custom Designed 
an d M ade to Your Specifications! 
Call 2640 for appointm ent. 
1114 4th Ave S 


SEWING 
M ACHINES 
(New and Used) 
PHONE 3162 
NORMAN 
TEBEAR 
1411 2nd Ave S 


W A T ER F R O N T LOTS, US-2 C a b in Site, 
acreag e 
on 
W hitefish 
R iver, 
head 
L ittle Bay de N ot 
B e lt W ick h am 
P h o n e 3511 
Rapid R iver 
C-54 


G O O D BLACK TO PSO IL ; also sa n d ful­ 
fill. 
P h o n e 648-W2. 
513-145-3t 


C O M P L E T E PO RTA BLE sto rm sh ed to 
fit an y entrance. 
304 S. 9th St. 
498-145-3t 


26 FOOT CHRIS C R A F T C ab in C ru ise r 
w ith 
new 
P ack ard 
M a rin e 
E n g in e 
w ith 4-wheel tra ile r a n d ready 
for 
the w a le r 
Only $1450.00; New 
1950 
K enskill light w eight house traile r, 
all alum in um , sleeps th re e , $775.00. 
W rite or call N orth M otors. M e n o m i­ 
nee, Michigan. 
P h o n e 6203. 
532-I46-3t 


OPEN ING FOR C h e m ic a l or M echani­ 
cal E n g in e erin g g r a d u a te , age 25 or 
over, as In sp ecto r for N o rth e rn W is­ 
consin in d u stry . 
W rite Box 500. care 
of Daily Press. 
500-145-5t 
WANTED 


Structural Engineers, 


Detailers, Designers 


> Salaries open 
Duluth Headquarters 
Immediate Openings 


Write Htating qualifications, 
education and availability. 
Arrowhead Steel 
Buildings, Inc. 


367 Garfield Avenue 
Duluth, Minnesota 
C-134 to 153 


$20.00 


D elvers a Brand New 
2-Pc. Living 
Room Set 


to your home! 


Y ou r Choice of G reen or Mad 
$119.95 


L o w e st P ric e on tile M arket! 


L o w D ow n P ay m en ts! 
HOME SUPPLY 
WAREHOUSE STORE 
520 S te p h 


C o n v e l lie n t T e r m s ’ 


Business Opportunities 


FROZEN CUSTARD SHOP, 1201 Was 
infton Ave 
Reasonable 
i i i 
terms. 
In q u ire 
1210 
N 
22nd 
! 
Phone 1106-W 
10422-1 Of)-ti 


Wanted to Bay 


lu­ 


t is t 1KAIQUAKTIIS 
1300 i.u d in g to n St 
P hone 2952 


Ave. 
Phone 
N e w a n d Used F u rn itu re! 
O p e n I to 5 :30 P M. Daily 


1912 


PLA C E YOUR O RD ERS now rot 
cut 
P eo n ies for M em o rial Dav at F. W 
W O O L W O R T H COM PANY. 
C-142-6t 


WE W ILL BUY or t a k e your used f u r ­ 
n itu re in on tra d e 
Ju st Phone us 
for fre e a p p ra is a l an d highest prices 
P E L T IN G , 1307 L ud St 
Phone 1033 
C-53-tf 


Why Pay More 


w h en y ou can get a 
B ra n d N ew 
Refrigerator 


fo r as little as 
$129.00 


DOES T H A T ‘'L u ck y Old S u n " peek 
into y o u r p arlor thro ug h y o u r le a k y 
roo f? 
It so, y o u ’d b e tte r call us now' 
a n d h a v e it repaired. 
J u s t 
P h o n e 
2099 or 2084 for a FREE E ST IM A T E 
IN D E P E N D E N T ROOFING A S ID IN G 
CO. 
C-145-2t 


Attention! 


BUILDERS and 
HOME 
OWNERS 


O ur Line Of 


BUILDING 
MATERIAL 


bi ti VNO anteed 1 


S ee Us F o r - 


ROOFING 
SIDING 
INSULATION 
GYPSUM BOARD 
WINDOWS <Sr DOORS 
PORCH RAILINGS 
KITCHEN CABINETS 
WALL TILE 


MONTGOMERY WARD 


1200 L u d in g to n 
P iio n e 207 


KEAL . O P P O R T U N IT Y 
for 
ma 
• w om an ov er 35. 
G oing busine: 
la te d on L u d in g to n St. 
Only sin.til 
dow n p ay m en t, b a la n c e to he paid 
I rom business pro fit 
Good income. 
Act today an d b eco m e financially in ­ 
dependent 
W rite B ox 143. care of 
Daily Press. 
443-143-6t 


FOR H IG H E S T PR IC E S sell your »«ap 
iron, m etal. Junk b a tte rie s a n d (Tig* 
to 
.JA C K S 
IRON 
At 
M E T A l. CO., 
225 N. 14th St 
P h o n e 2391. 
C-82-tf 


H IG H E S T PRICE S P A ID FO R SCRAflP 
IRON 
METALS. A ND B A T TE R IE S. 
A Lf*F.ROVIT7. IRON At STEEL., 207 
L E D IN G T O N ST 
C -96-tf 


R ESTAURANT FOH SALE. 
Ins.dated 
building 25 ft. by 60 it . com pletely 
equipped w ith full b asem en t; s to k e t 
and hot an fu rn ac e: living q u a rte ts 
in rear 
Open yea! 'ro u n d and doing 
good business 
Reason 
for 
telling 
health 
Price, $8,000. 
Ma 
Lunch. 
Munising 
M ichigan. 
463-145-31 


14 IO 
545' 
P R O P E L L E R 
J U . 
bore. 
P h o n e 
482-144-71 


T W IN BABY ( ARR IA G E 
d it.ion. 
Call 3375-R 
n good c o n - 
555- 148-21__ 


Building 
Supplies 


FOR SALE 
Largest and best e q u ip p e d ie! 
in Marinette, W isconsin. 
Centrally 
cated 
III health of o w n e r forces 
For fu rth er in fo rm a tio n w rite 
Kl.MER I)I.N E SSE N COMPANY 
< OLI MHI S KI II HINO 
GREEN BAY. W ISCONSIN 
372-Sat -M on -2 w ks 


ii ant 
v lo- 
sale 


WE HAVEN'T REACHED THI 
ROOF WITH OUR PRICES 


so let us give you a FREE e s tim a te 
on a new roof for your h om e or 
b uild in g 
A sphalt Shingles 
S id in g 
B u ilt-u p Roofs 
INDEPENDENT 
ROOFING & SIDING CO. 
2099 or 2084 
E scan ab a 
FOH 
SALE 
M musing 
M u n i s i n g 


T h e 
A l o 
V ictoria 
B elfry, Pl 
374-Sat 


Hotel, 
in 
hone 235, 
4 xx ks 


P h o n e 
C-148-lt 
Wanted to Kent 
A utom obile* 


1947 B U IC K , 
condition. 
fuivaie owned 
liqu 1 re 614 
323-137-tt 


E xcellent 
Ludington St 


193!) BUICK 4-Dooi S pecial and 16-toot 
house trailer for q u ick sale 
$500 00. 
Anton Decker, Poxxers 
504-145-3t 


1941 CHEV RO LET 2-door Coach, 
cedent 
cond itio n . 
602 
N orth 
street, G ladstone. 
P h o n e 7162. 
G 1 6 9 2 - l 4 § - 3 t 


Kx- 
7th 


H A HNTSC H EEG E R E M P LO Y E 
d e s ire s 
th r e e -b e d ro o m hom e or u n fu rn ish ed 
d o w n s ta irs flat. 
Call 3242-W . 
547-148-3t 
Manistique 
Classified 
1933 PO N TIA C xvith five good tires 
could he sold for p arts. 
P hone 8.37 
518-145-31 
For Sale 


WE BUY AND S E L L new and 
used 
House Trailers, a u d accept used H a il­ 
ers in trad e on cars. 
MASTER MO­ 
TORS, dealers in n ew and used cars 
and house trailers. 
W rite or P h o ne 
1.344, Ishpem ing, M id i. 
C -M o n.-lt 


1942 HUDSON CO M M O D O RE EIG H T 
Mrs. 
M artin 
P e d e rso n , 
Soo 
Hill, 
P h o n e 8.3.3-W2 
553-148-31 


IT S T IM E 
to Shell 
P h o n e 2b 


NOW 
XI OO. 
o r a sp rin g ch a n g a 
M a n istiq u e Oil Co. 


1935 IN TE R N A T IO N A L PIC K U P, fn 
good tires. 
$75 00 
P h o n e 3163-R. 
548-148-3t 


35 FORD T U D O R , $85.00 
Good t u n ­ 
ning 
condition. 
1021 
Dakota 
Ave. 
P hone 576! G lad sto n e. 
545-148-31 


1935 CHEVRO LET C O U PE , new b a tte ry 
and th ree s p a re tires. $65 OO 
128 1st 
Ave S 
P h o ne 2948-J. 
5i5-145-3t 


FOR SA LE 
All hou seh old fu rn itu re a1 
511 M ichigan avenu e, M a n istiq u e. 
M777-148-lt 


DESIGN BY DESCENT 
Snow flakes, 
because they arf 
made of water, composed of hy* 
citoyen and oxygen, 
can crystal­ 
lize only 
in patterns of the hex­ 
agonal system. 
The flakes begin 
their descent 
in simple designs, 
but grow mote intricate 
as they 
fall. 
• 


CAST IRON 
board 
in 
173I-M. 


kitchen sink \xith d ra in - 
good 
con dition . 
P h o n e 
534-146-2t 


The Upper Peninsula 
Landscape Service 


■lgi 
R adio Repan 
W ashing M achine Sqgvlc* 
A ppliance Repairs 
Oil Burner Service 
Advanced Electric Co. 
1211 Lud St 
Phone 3198 
GLASS 


Plate 
Glass 
W indow 
G lass—T herm o- 
p.m e—.M in o r s —A u to Glass 
Installed— 
Glass Tops 
m a d e 
lo P t t e r n —Rough 
sud 
Wire 
G lass—V itrolite 
for 
Bath 
rooms—Store F ro n t M etal—Alm ost any 
glass Need! 
Also H o l l e r s P a in ts and Varnishes 
NESS GLASS CO. Inc. 
1628 L ud S t 
P hone 3155 
SVILANI) 
RADIO SHOP 
Specialized scry ice on all m akes of 
record 
ch ange! s. 
record 
players, 
and com p lete a n d p ro m p t repairs 
on all 1 adios 
SIO Second Ave S. 
Ph. 1473-W 
Irwin Sviland 


Hardy Shrubs 
Evergreens 
Fruit Trees 
Kerry Plants 
Lawn Seed 
Planting Plans Drawn 
Without Obligation! 
Write------ 
Kenneth E. Oliver 
Escanaba Rte. 1—Phone 7001-F- 6 


FARMERS 
Quality Comae Firtt 


w ith 
Oliver Tractors 


T h e econom y . a d a p tab ility a n d e n g i­ 
n eering 
w onders of O liver tra c to rs 
pro ve th em to be th e hest tra c to rs 
possible for your farm need s 
SEI IT . . 


an d en jo y these 
at no e x tra cost. 


W ANTED 
M A R R IED 
MAN 
to 
yvuik 
on farm . 
H om e 
fu rn ish ed . 
Write 
Clarence S u n d q u ist, Rt. I, Escanaba. 
507-145-3t 


Brick Masons Wanted 


hoe! O 'M a lle v an d R a lp h L o o t 


STATE POLICE S**V TWO 
^ 
HOOC7LLAV5S’ KILLEN A DOC' 
TDK IN M EADVILLE.. T H E Y 
M A Y OE T H E O n £ $ W fc'K E 
APTEST. N O W A9CU T TH AT 


W isconsin. 
a n d w inter 
Work at G re e n Bay 
Job will last all su m m e r 
A p p ly 
HAKER C O N S T R IC T IO N COMPANY 
835 North Q uincy S tre et, G reen Bay, 
Wisconsin. 
A d am s 199. 
437-142-7t 


DRIVE IT 
many new featu re s 


F ree D em onstration 
L ibel. 
A llow ances 
Easy Pay 
"Ju st Call Or W rite 


r a d e - b i 
T e rm s 
U s” 
ESCANABA TRADING 
POST 
loth St 
P h o n e 
C-148-3t 


ELECTR IC AND GAS w atei 
heaters 
Best price in county. 
We can install 
th em . 
C hester F eak . 
Call 7003-E42. 
528-Mon -It 


S EE D POTA TOES, one y e a r n o m c e r ­ 
tification, 50c bushel; good e a tin g po- 
taties, also 50c bushel. 
Jo h n Solis 
F a rm , Ht. I, G ladstone 
543-148-3t 


W ANTED 
PIECE M A K E R S 
P o p l a r 
stum page, 
ex cellen t 
cuttiiig, 
power 
saws r c o t e d . 
C lin to n Fosterling, 
Ralph. M idi. 
5il-145-6t 


POSITION OPEN NO W ! 
M en 25 - 30 
years old. 
H ere is an o p p o rtu n ity to 
en ter the a u to m o b ile 
finance held. 
Good salary awd o p p o r tu n ity tor a d ­ 
vancem ent. 
We 
fu rn ish 
c a r 
and 
traveling 
ex p e n s e s 
S o m e 
college 
education or e q u iv a le n t iii business 
b ack gro un d 
p relei red, 
but 
e x p e r i­ 
ence not necessary as yve train o ur 
oyvn 
men. 
W rite 
U niversal 
CIT 
Credit C o rpo ratio n. M a rq u e tte , M idi. 
Give lull details In st letter. 
526-146-61 


P O PLA R CUTTERS, w o rk n e a r N o rth ­ 
land on W oodlaw n 
E x cellen t tim ber. 
Roy Nelson, C ornell. 
538-146-3t 


RAW LEIGH 
Dealei 
Good o p p o rtu n ity 
ba, G ladstone o r 
County. 
W rite at 
D e p t 
Minn. 
M C E -131 -105, 


L A R G E BLOOMING Pansy 
m a te 
P lan ts and 
Flown 
Jo e Tlivs, n ear un derpass, 
G1696-148-3t 


P lan ts. I o- 
seedlings. 
G ladstone. 


GIRARD ELECTRIC Co. 


Contractors • Engineers 


PLANNED LIGHTING 


HELP W ANTED 
J u n i o r clerk, city ot 
Escanaba. 
A p p licatio n 
b lan k s 
and 
inform ation av a ila b le at city m a n ­ 
a g e r s office. 
C-May 28. 3.1.: .lune 4 6. 


Phone 3048 
205 S. 23 rd St. 


G e t T he 
Highest M arket Prices 
lur yoni 
LIVESTOCK 
P ecking House a n d F eeder Buyers 
are a lw a y s here! 
CLOVERLAND LIVESTOC K 
AUCTION. Inc. 
B onded anti Licensed 
P lion e 3102 


BULLDOZING 


Ton C a te rp illa r Bulldozer 


L and d e a l i n g —R oad Building 
E x cav atin g 


We Also M ove Houses 
CARL MOSIER 
Plum e 3811 


BULLDOZING 
EXCAVATING 
ROAD BUILDING 


RENE MASKART 
1 
P h o n e 2911 
G ladstone. 
559 N . 
M idi. 
N inth 
TILE 


R a p i d R i v e r 


See W hat 


Our lu g * stock 


0/ 
mon union ti 


a n d 
m arkers 


a s s u r e s 
you 


choir* 
of 
sises 


and designs 


Delta Memorial 


Phone 
OU ice 333 
118)3 L ud 
St 


WALL TILES: 
P o rc elain 
A lu m in um 
Plastic 
FLOOR TILES: 
L in o le u m —A sp halt—Terr»fl*x 
R u b b e r—Ceram ic 
LAMINITE COUNTER TOPS 
LOMA-LOOM CARPETING 
JOHNS-MANVILLE FLOOR 
CLEANER and WAX 
Kenneth Christensen 
312 N 
1211 
St. 
P h o n e 3138 


A 
O 
Karm a ti 
Mgr 


F or F ree Estim ates On 
WELL DRILLING 
or 
TRENCH DIGGING 
W rite or Phone 
Chester O. Rice 
2403 I,lid 
Si 
Phone 
E scanab a 
Mich 
For best 
1 csuIts. have your w ork 
du n e by an old reliable fin n w ith 
30 v eals ex p erien ce in the ti 
P 


BULLDOZING and 
LAND CLEARING 


T lh IX I n te rn a tio n a l Angledozer 
Connelly o w n ed bx F ra n k Chim in.iill 1 
(■rani M. W ay 


Plume 02 
1115 S 
itll Ave 


Enjoy C o m fo rta b le Living 
Many Trailer Choice# 


To Choose From 
NEW and USED 
Bought Sold 
tra ile d Financed 
IEZ I FR Alfa 
I RAH FR SU PPLIES 
Interstate Sales Corp. 
MD N 
B roadw ay G reen Ba* 


CALL 
George’s Radio Shop 
George Kornetzke, Prop. 
tor 
RELIABLE RADIO SERVICE 


705 South 15th 
Telephoto 705 


FLOOR COVERINGS 


L in o leu m — R u b b e r Tile— I.m ottle 
A sph alt T ile—Congoleum 
G UA KAN I E FD IN ST ALLA T IO N I 
Phone 610 
For 
Free Estimate 
H O N EFELDi 


12 
W INDOW S, varied sizes; 
6 sto rm 
w in d o w s to m atch. 
Excellent c o n d i­ 
tion. 
P h o n e 5591, G lad sto ne. 
G1697-148-3t 


21 FT AMERICAN h o u s e trailer at 1316 
N. 22nd St 
Phone 2393. 
519-l48-6t 


W ASH IN G MACHINE, like nexv. $50.00; 
Model “A " motor; also 1937 C h e v ro let 
Coach. 
Alex Sovev, Groos. 
550-148-It 


s u n s. COATS, sizes 12 and 14: dresses. 
size 18. 
Quick sale 
515 S. 15th St. 
551 - 148-2t 


MAKE MORE MONEY 
T h ro u g h Home S tu d y Courses 
Electrical 
M achine 
A utom obile 
D raw ing 
Building T ra d e s 
Kadio-TY' 
Welding 
E lectronics 
Business 
H u n dred s of O th ers 
Ct I A p p rov ed 
P h o n e o r W rite; 
Alan K ropp, Kepi esen tativ e 
IN T E R N A T IO N A L 
CO R R E SPO N D EN C E SCHOO LS 
I* O Box 176 
P h o n e 3454 
M arq uette. M ichigan 
, 
C -148 - 41 


BABY’ CHICK S ev ery T ues 
a n d E m 
CL O V ERLA N D 
POULTRY” 
FARM , 
u n d e r neyy m an ag em en t. M elton Vian, 
P ro p rieto r. 
P hone 180-J2 on US-2-41. 
552-148-31 


T O P SOM,; also sand 
P h o m 
300-148-31 


LA RG E SECOND HAND icebox 
condition. 
Inquire 1203 s Sib 
431-148-31 


A s t a t e 


L A K E SHORE P ro p e rly . 
M odern six- 
room 
house 
aud 23 
acres ot 
lake 
sh ore land on Little Bay de N oquet 
at Masonville. 
This property 
is the 
fo rm er Pearson'* boat livery 
Selling 
on 
account 
of old 
age 
F ra n k 
F 
Masonville 
Mich. 
G 1688-144-91 
ea is o n 


T H R E E-B E D R O O M R E SID E N C E 
l u g . 
living an d dining room s a tta c h e d g a ­ 
rage, lot 60 ft. 
Very choice location 
Will Ik* tor sale only 
IO d ay s 
S t. 
W ern er N. Olson. 1322 8th A ve 
S 
514-145-6! 


•3- BEDROOM 
HOME 
gas h eat, 
anti 
m atic hot xxatei. g arag e an d 3 lot 
R easonable 
Call G ladston e 9-1075. 
Cs 1694-146-61 


TWO ACHES of land, clo 
In q u ire Room 9, Peoplt 
540-146 3t 


LOT FOR SALE at 1519 
w ith 26x 87 basem ent, 
stud ding s 


OFFICE 
St* ACE 
U P S T A I R S 
G am b le 
Stole. 
R easonable 
T elep h o n e 398 
144 


BU SIN E SS BUILDING, full 
an d nil furnace 
F u n n e l l> 
w ants Y’o u th Centei 
1325 
Rd 
In q u ire Charles Gail 
531 146 3t 


F P S T A IH S APARTMENT! 
S aw y er StoU. 
to r 1 en!. 
I* 
544 148-31 


MGH FOURTEEN 
T H E 
E S C A N A B A 
D A I L Y 
P R E S S 
-----— w 
Supreme Court 
Vacancy Seen 


Tribunal Needs 
Top-Notch Men 


By MARQUIS CHILDS 
WASHINGTON — As a letter 
writer President Truman was in a 
more felicitous mood than custom­ 
ary when he wrote 
to 
Federal 
Judge Learned Hand, who is re­ 
tiring after 27 years on the circuit 
court of appeals in New York City. 
The letter to the 79-year-old judge 
fairly overflows with congratula­ 
tory warmth and good will. 
The 
distinguished 
jui'ist. 
a 
“judge’s judge” who is also a sea­ 
soned philosopher, must have de­ 
rived a certain wry humor from 
this letter. If anyone through the 
years has deserved appointment to 
the supreme court of the United 
States it was Learned Hand. Again 
and again he 
has 
demonstrated 
great legal skill and breadth of 
spirit and mind. 
Court In Low Repute 
The final step up to the highest 
court that would have meant so 
much both to Judge Hand and to 
the nation never came. What gives 
this special point is the present 
low repute of the supreme court. 
During his six years in the White 
House, Truman has named a chief 
justice, Fred M. Vinson, and three 
associate justices. Vinson was a 
friend and adviser of long stand­ 
ing. Two of the associate justices, 
Harold H. Burton 
and 
Sherman 
Minton, were friends from Tru­ 
man’s days in the Senate. The 
third. Tom C. Clark, was named 
attorney general by the president 
in 1945 and then moved on to the 
court. 
Thus they all come from Tru­ 
man’s circle of former associates 
and friends. Minton 
had 
eight | 
years of experience as ji judge of j 
the federal court of appeals for 
seventh circuit. Vinson served for 
five years on the circuit court of 
appeals for the District of Colum­ 
bia. 
Promised McGrath 
According to a persistent ru­ 
mor. the president has “promised” 
the next vacancy to Attorney Gen­ 
eral Howard McGrath. McGrath 
is a Roman Catholic and there is 
now no member of that faith on 
the court. 
Some observers believe that a 
vacancy will occur within the next 
12 months. One of the justices ex­ 
pressed interest not long ago in 
retiring. If McGrath 
were 
ap­ 
pointed it would make a majority 
of five out of the nine members to 
come from the Truman circle. 
The idea that the supreme court 
is above politics and the forces 
that sway men in high office will 
not bear too close a look. But it 
must not be merely political. And 
that is where jurists of the earned 
reputation of Judge Hand and the 
late Chief Justice Harlan F. Stone 
come in. Men of 
that 
caliber 
chosen above and beyond politics 
inspire confidence that justice will 
be done for all. 


T O D A Y S 
BIRTHDAY 
By AP Newsfeatures 


J A M E S 
FRANCIS 
<Jim> 
J THORPE, born May 28, 1888 near 
| what 
is 
now’ 
Prague. 
O k l a . 
son of 
a 
half- 
Indian, 
h a I f- 
Irish father and 
Chippewa moth­ 
er. 
Chosen 
as 
the greatest ath­ 
lete 
of 
t h e 
first 
half 
cf 
the 
20th 
Cen­ 
tury 
bv 
the 
1950 
AP 
poll,, 
Thorpe 
origin­ 
ally 
made 
his 
fame as grid star of the Carlisle 
Indian School in 1911-12. He won 
Olympic Games, played baseball 
with the New York Giants and 
organized professional football. 


Germfask 


Munising News 


Mr. and Mrs. Kenneth LeVeque 
sr., of Munising, left Saturday for 
Chicago. Th*\v will 
attend 
the 
wedding of a relative. On the re­ 
turn trip they will visit with Mrs. 
LeVeque’s 
brother, 
Modest, 
in 
Milwaukee. 
Mrs. Henry Jacobson of Munis­ 
ing 
left 
Saturday 
for 
Warm 
Springs, Ga. She is going to Warm 
Springs Foundation to accompany 
her daughter, Karen, home. Karen 
has been at the Foundation since 
April I. She expects to be back in 
about a week. 


T A N G Y 
T A S T Y 


Distributed By 
I Bink Distributing Co. 
* 
710 Ktephemton Ave. 
I 
Phone 1580 


M S ? ? ! B(!EWmc C° 


Community Club 
The Community Club met at the 
i ome of Mrs. 
Harold Peters 
on 
Thursday afternoon. 
Pfc. Neal 
Jacobson 
of 
Iron held Sunday afternoon, May 27, at 
Mountain, who is stationed 
at j 2:30 and commencement exercises 
Camp Atterbury, Indiana, spent i will be this evening, May 28. at 8. 


Rock River School 
Commencement 
Monday Evening 
CHATHAM—Rock River Town- 
; ship high school 
opened 
com­ 
mencement week activities with 
class night exercises Thursday ev­ 
ening, May 24. in the school gym­ 
nasium. 
The program was: 
Processional—"Pomp and Cir­ 
cumstance” 
Class President's Address—Har­ 
old W. Korpi 
Class Flower. Motto and Colors 
—Dorothy Lustick 
Class Roster—Alice Knaus 
Class History—Violet Hallsboro 
Who’s Who— Elroy Backman 
Class Will—Irene Mannisto 
Class Prophecy—Bill Horwood. 
Eugene Foubert 
Class Giftatory—Dorothy Ruska, 
Gunile Christofferson, Joan Sand- 
strom 
Class Poem—Ethel Heribacka 
Senior Most Likely To Succeed 
—Sally Hostetler 
Class Song—Class of 1951 
Recessional—“Pomp 
and 
Cir­ 
cumstance.” 
Baccalaureate 
services 
were 


Henry Delorias 
Wed Sixty Years 


GARDEN—Mr. and Mrs. Henry 
Deloria of Garden observed their 
60th wedding anniversary Sunday, 
receiving neighbors and friends 
who called to extend their con­ 
gratulations 
during 
the 
day. 
Among the 
out-of-town visitors 
were: Mr. and Mrs. Ernest Ber­ 
nier, Mrs. William 
Rapin, 
Mrs. 
Mary McGraw and 
Mrs. 
Thyra 
Cleereman of Escanaba: Mr. and 
Mrs. F. J. Deloria of Cooks; Mrs. 
Frank LaBonte and daughter, Mr. 
and Mrs. Mark La Bonte and Mrs. 
Vanchestine of Marquette. 
School Picnic 
The pupils of grades four, five, 
six and seven, with their teachers 
Frank G. Tebo and Kenneth Ralph, 


bus for Lower Michigan, where 
they will join their sons Roy and 
Leo, who live at Baroda. 
Mr. and Mrs. Leroy Winter and 
Mrs. Charles Winter motored Mon­ 
day to Escanaba where the wo­ 
men received medical check-ups. 
Mrs. Leroy Winter returned Tues­ 
day for further treatment. Charles 
Winter took Mrs. Winter to the St. 
Francis hospital Wednesday for 
overnight treatment. He spent the 
night at the home of his daugh­ 
ter, Mrs. Edward Thompson of 
Gladstone. 
Mr. and Mrs. William 
Swaer 
returned Wednesday 
from 
their 
trip through Wisconsin to Kansas 
City, Mo., where they visited at 
the home of the James Delorias. 
Mary Fay, daughter of the Al­ 
fred LaValles, has stayed with the 
Delorias during the 
past 
year 
were taken by school bus, driven . while attending high school. 
by Bonard Tatrow, to Indian Lake 
Joseph Ouradnik jr.. of Sault 
Thursday for the annual picnic I Ste. Marie spent the weekend here 
outing. 
j with his parents. % 
Brothers’ Reunion 
Mr. and Mrs. Ernest Bernier and 
Guy Olmstead has arrived from three sons 
of 
Escanaba 


a few days in town 
this 
week 
calling on friends. Pfc. Jacobson 
was 
principal 
of the 
Germfask 
school last September 
when he 
was drafted into the army. 
Mrs. Dale Streeter returned to 
her home 
Friday 
from 
Detroit 
where she has been employed the 
past several months. She was ac­ 
companied by her niece who re­ 
turned home Sunday morning. 
Mrs. Alta Rushford returned to 
her home 
Monday 
from 
the 
Schoolcraft 
Memorial 
hospital 
where 
she has 
been 
a medical 
patient. 
S/Sgt. John Lustila of Chanute 
Air Force Base, Rantoul, 111., is 
spending a furlough at the home 
of his parents, Mr. and Mrs. John 
Lustila 
Mrs. Vern Estergren 
and 
son 
Peter and daughter 
Mary 
Ann 
Hill of East Lansing are visiting 
at the home of the former’s par­ 
ents, Mr. and Mrs. David F. Mor­ 
rison. 
William Lloyd of 
Detroit 
re­ 
turned to his home Monday after 
spending the past two weeks vis­ 
iting at the hbme of his nephew, 
Vern Lloyd. 
Mr. and Mrs. George 
Orlich, 
Mrs. James Burns. Mrs. 
Wilbert 
Beloungea 
and 
Mull 
Rupright 


Commencement 
The commencement program is: 
Processional—“Pomp and Cir­ 
cumstance” 
Invocation—Reverend Hamel 
Presentation of Class Of 1951— 
Mr. Latvala 
Salutatory 
Address — Gerda 
Johnson 
Just A Cottage Small — Girls’ 
Glee Club 
Presentation Of Special Awards 
—Mr. Acker 
Valedictory Address — Shirley 
Knaus 
Thanks Be To God—Girls4 Glee 
Club 
Presentation of Diplomas — Mr. 
Acker 
Benediction—Reverend Hamel 
Recessional— ’‘Pomp and Cir­ 
cumstance.” 


Sacramento, Calif., for a reunion 
with his brothers, Charles Olm­ 
stead, their first meeting in 48 
years. Charles Olmstead, who was 
active in community and civic af- j 
fairs many years, now is 84 years 
old and makes his home with a 
daughter. Mrs. Laverle Winter. 
Garden Economics Club 
Members of the Garden village 
home economics club enjoyed a 
chicken supper at the Nick Thin- 
nes camp Thursday evening, May 
24. A walk 
around 
the 
camp 
grounds and games and dancing 
followed the supper. Mrs. Walter 
Deloria will be hostess to the club 
at the next meeting June 7 with 
Mrs. Charles Tatrow 
and 
Mrs. 
John Plante, 
assistant 
hostesses. 
The lesson will be on tray etching. 
Briefs 
Mr. and Mrs. Joseph Rochefort 
were taken by their daughter, Mrs. 
Edmund Mercier, to Manistique 
Wednesday afternoon to board a 


sons 
of 
.Escanaba 
were 
weekend guests of the senior Em 
gene Berniers. 


Cornell 
rn 


Receives Award 
Cadet Fred R. McFadden, Cor­ 
nell freshman, is one of 29 Michi­ 
gan State Colllege ROTC cadets 
to receive awards at the annual 
honor parade. 
He received the Basic Air Force 
Award. 
Awards are based upon 
leadership, 
initiative, scholarship 
and general excellence ^s a mem­ 
ber of the Reserve Officers Train­ 
ing Corps. 
Personals 
Mr. and Mrs. Charles Buckland 
of Cornell, left Saturday to visit 
with their daughters, Mr. and Mrs. 
Robert Lepold and Mrs. Helen Ge- 
reau, both of Chicago. 


Try a Classified Ad today. Call 692 


PAINTER’S PROUD PIECE 
When one of his paintings was 
criticized by John Ruskin, Whist­ 
ler, 
the famous artist, sued 
anc! 
won damages of one farthing, or 
a hall-cent. He had the coin made 
into a watch charm and wore it 
proudly. 


motored to 
Marquette 
Sunday 
where they attended a V. F. W 
and Auxiliary meeting. 


E. H. S. Band At Cornell 
Tuesday., 7:30 p. rn. Lions Ball 
Diamond 
Free concert. . . public invited 


Pie Social, Decoration Day, 3 p. rn. 
At Isabella Community Hall 
Sponsors: Ladies of Congregational church 


Regular Eagles Meeting 
Tues., 8 p. rn., Club Rooms 


Memorial Dance Tues. Nite 
Legion Club; members and guests 


Music by Sjoquist Orch. 


Announcements Through The Courtesy Ot 


The Escanaba National Bank 
59 Years of Steady Service 


a m . mitt 


Street Floor 


MEMORIAL DAY 
TREATS FOR YOU 


De Mer. NUT CRUNCH 


An assortment of candies everyone will like. Butter 
S 
nut circles, cinnamon cocoas, cashew honies. 
I 


De Mets Summer Assortment 


Delicious 
summer 
assortment 
that 
family 
and 
friends 
will 
really go for. 
Assorted centers 
and pieces. 
X bb«$Z .50 


/ . t i 


WARS 


. . . Do they include an auto breakdown after dark, ten 
miles from the nearest town? Chances are they do not — 
but you run the risk of such a breakdown unless you have 
your car checked thoroughly before you leave. 
Let us 
go over your tires, wheels, crankcase, radiator, battery and 
lubrication check-points. 
Drive up now! 
JOHNSON’S GARAGE 


Bark River, Mich. 


TURTLES 
BRAND 


it A # r t f i i l f f f j fraW* M oth ot D*M ot », It*c 


M A D I O N L Y BY 


INC. 


De Mets 


Chocolate, Pecan, 
Caramel 
TURTLES 


$-1.50 


Servicemen s FREED O M P A C K A G E 
Package contains vacuum packed tins of hard cad­ 
dies, chocolate nut fudge and frosted mint juleps. 
Wrapped, ready to mail. 
$ 0 .9 5 


C A SH E W SP E C IA L 


Freshly roasted mouth-watering cash- 
I 
ews at this special low price. 
2 lb 59c 


FOUNTAIN PENS 
MONOGRAMMED 
FREE! 


Grey 


Maroon 


Black 


Green 


Blue 


A n ideal gift for the graduate' Preci­ 


sion made with gold point and trim. In 


5 smart colors. 


Perronville 
Perronville Community Club 
PERRONVILLE— The 
f i n a l 
meeting of the Perronville Com­ 
munity Club was held Thursday 
evening. May 17, with Mrs. Ernest 
Guenette, 
president, 
presiding. 
Plans were made for the school 
picnic which will be held on the 
school grounds, 
Thursday, 
May 
31. 
Officers elected for the ensuing 
year are: 
Mrs. 
William 
Cline, 
president, Frank 
Wilczek, 
vice­ 
president; Mrs. John 
Pietrowski, 
secretary; Mrs. 
George 
Russell, 
treasurer. 
The retiring officers are: 
Mrs. 
Ernest Gouenette, president; Mrs. 
Clarence Bartosz, vice-president; 
Mrs. Ray 
Kasbohm, 
secretary; 
and Mrs. Frank Wilczek, treasur­ 
er; Mrs Charles Zawacki, chair­ 
man of the 
program 
committee 


and Mrs. Steve Shiverski, chair­ 
man of the lunch committee. 
Mrs. Walter Bartosz was ap­ 
pointed chairman of 
the 
lunch 
committee and Mrs. Clarence Bar- 
tcsz, Mrs. Michael Slaga and the 
local teachers were named on the 


program committee for next year. 
Games were played 
after 
the 
business meeting and a delectable 
lunch was served by Mrs. Walter 
Bartosz, Mrs. Frank Wilczek, Mrs. 
George Russell, Mrs. Emil Martin 
and Mrs. Steve Shiverski. 


ASSURANCE 
‘/INSURANCE 


Though you may not be the cause of an ac­ 
cident, if the other fellow has no insurance, 
you’ll face the bills. 
Remember adequate insurance coverage in­ 
sures you peace of mind. Let’s discuss your 
insurance problems. 
W. J. Perron Insurance Agency 
1105 Lud. St. 
(Over Gamble Store) 
Phone 2690 


The FAIR BASEMENT 


Sun-Sational! 


Special Purchase! 
Bathing Suits 


• 100% Nylons 
• Nylon Acetates 


Smooth, figure fitting suit* that take to sand and surf 


with equal ease! One and two-piece styles in every color 


©f the rainbow, including white. See them tomorrow! 
$2^8^$ J 69 


Proportioned 
Slacks 


W ith Snug- 


Tex W aist 


SUN SUITS 


Reg. $2.98 Values 


Pert 
Cotton 
suits 
with 
elasticized midriff. 
I'll red, 
green, 
blue 
on 
whit# 
grounds. 


*3 


Proportioned to fit 
the short, medium 
or 
tall 
woman. 
Made 
with 
snug- 
Tex waistband and 
Ajusto-closure. Siz­ 
es 
12-20 in black, 
brown, 
green 
and 
navy. 


Special Purchase! 


Rain or Shine 
COATS 


Values to $16.88 
IO 
98 


Here is the coat you'll wear 
and 
wear 
this 
summer! 
Fashioned of rayon fabrics, 
fully lined. 
Choose 
yours 
now! 


TEE SHIRTS 


Reg. to $2.98 


Wonderful 
ward­ 
robe stretchers for 
summer. 
Soft, knit 
cotton— comfortable 
to wear, easier to 
wash. 


Values to 
$7.98 


TOPPERS 


Two popular styles. Ray­ 
on fleece styes is straight 
cut, wool style 
can 
b# 
Morn throe Mays. 
*5 
88 


Special Purchase! 
HouseDRESSES 


Values 
to $3.98 


Simply dollars and dollars of marvelous savings are 
awaiting you here. Come in earls, choose from a galaxy 
ol styles and colors. You’ll love their cool, easy-tubbing 
promise 
they’re remarkable styling. Sizes 9-15, 10-20. 


• Checks 
• Stripes 
• Sun Backs 
• Pinafores 
• Solids 
• Zip Fronts 
• Button Fronts 


NYLON HOSE/ 
O R ./ ' 
Values 
to $1.65 


Cloud heel' nylons in it new 
summer shades. 00 Gauge, 
15 denier, sizes 8hg - ll. 


